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Good  discipline  has  been  constantly  maintained,  and  the  right  sort  of  be- 
havior, one  towards  another.  The  Captain's  reports  have  been  invariably 
satisfactory,  and  complimentary  to  the  force,  individually  and  collectively. 
They  have  been  constantly  advised  to  emulate  the  greatest  possible  efficiency 
in  every  department  of  this  important  service. 

The  Captain  has  spared  no  pains  to  invent  and  improve  whenever  an  oppor- 
tunity was  presented,  and  as  a  result,  the  movements  of  the  Patrol  are  very 
smoothly  and  expeditiously  conducted  in  every  respect. 

The  various  property  of  this  Corporation,  (consisting  of  covers,  wagons, 
horses,  etc.,  etc.,)  is  all  in  excellent  condition,  and  admirably  adapted  to  the 
service  ;  there  is  an  abundant  supply  of  good  covers,  and  recently,  a  new 
wagon  has  been  added,  specially  adapted  to  use  at  Station  No.  2.  Several 
horses  have  been  disposed  of,  having  been  worked  down  by  hard  service,  etc. ; 
some  of  them  having  served  several  years  in  the  business. 

The  Directors  are  pleased  to  state  that  the  Patrol  has  enjoyed  almost  perfect 
immunity  from  accident  of  any  kind,  during  the  year,  and  trust  that  this  ex- 
perience may  long  continue. 

The  Directors  have  been  alive  to  the  importance  of  conducting  the  opera- 
tions of  this  Corporation  in  such  a  manner  as  to  subserve  the  best  interests  of 
every  contributor,  and  of  all  persons  concerned  in  any  way. 

The  right  sort  of  sentiments,  good  acts  and  co-operation  between  officers 
and  members  of  the  Fire  Department  and  Fire  Patrol  still  continue.  This  is 
a  source  of  exceeding  gratification  to  all  interested,  and  it  is  to  be  hoped  that 
this  kindliness  may  be  strengthened  and  cemented,  because  it  tends  in  no  small 
degree  to  improve  the  effectiveness  of  both  departments. 

Tho  Directors  are  also  pleased  to  express  their  warmest  thanks  for  assistance 
and  hearty  good  will  from  Chief  Engineer  Scamiell,  and  the  Assistant  and 
District  Engineers ;  from  Chief  of  Police,  Crowley,  and  all  under  him  ;  from 
Superintendent  of  F.  A.  &  P.  Telegraph,  Curran,  and  assistants;  from  Fire 
Marshal  Durkee  ;  the  A.  D.  T.  and  Telephone  Co.,  and  from  all  friends  of  this 
enterprise. 

Very  respectfully  submitted, 

Gustave  Touchard,    Vice-Pres't,  ~) 

D.  J   Staples, 

A.  J.  Bryant, 

Wm.  Frank,  [■     Directors. 

Edward  Brown, 

Chas.  A.  Laton,  Pres't, 

Tom.  C.  Grant,  Sec.  and  Treas.      ) 


CAPTAIN  WHITE'S  REPORT. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  1st,  1882. 

To  the  President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol  : 

Gentlemen — I  herewith  present  my  Annual  P»,eport  for  the  year  ending 
Decemher  31st,  1881,  in  which  will  be  found  a  statement  of  the  condition  of 
this  organization,  a  record  of  fires  and  alarms,  amount  of  insurance  and  losses, 
and  other  matters  connected  with  the  management  of  this  force,  which  is 
intrusted  to  my  care  and  supervision. 

The  services  of  the  Patrol  for  the  past  year  have  been  of  the  usual  char- 
acter,— fortunately  no  fires  of  great  magnitude  have  taken  place. 

The  number  of  fires  and  alarms  have  been  somewhat  in  excess  of  previous 
year. 

In  another  portion  of  this  Report  will  be  found  a  recital  of  all  the  services 
p  erf  ormed. 

The  apparatus  of  the  Patrol  has  received  the  closest  attention,  and  such  re- 
pairs have  been  made  from  time  to  time,  as  has  been  required,  therefore  the 
wagons,  horses  and  equipment  are  in  excellent  condition. 

During  the  past  year  a  new  two-horse  wagon  has  been  added  (weight 
1,600  lbs.)  thereby  furnishing  a  spare,  or  extra  wagon,  which  was  much 
needed  in  case  of  accident. 

Our  force  has  been  remarkably  free  from  accident  the  past  year  ;  the  only 
exception  of  importance  being  that  of  Alvah  M.  Chase,  (substitute),  who  fell 
from  the  roof  of  a  building  while  on  duty  at  a  fire,  and  was  severely  injured. 

No  serious  accidents  have  occurred  to  apparatus,  or  horses. 

The  members  of  the  force  have  responded  promptly  to  all  calls  which  have 
been  made  upon  them  during  the  past  year,  and  have  succeeded  in  protecting 
and  saving  much  valuable  property  ;  they  cheerfully  perforin  their  allotted 
duties,  and  discipline  and  efficiency  above  reproach. 

We  trust  that  the  record  given  year  by  year,  will  indicate  that  the  expense 
incurred  in  maintaining  this  enterprise,  is  properly  and  worthily  bestowed. 

I  desire  to  thank  the  members  of  this  Force  for  the  satisfactory  manner  in 
which  they  have  performed  their  duties,  and  their  ready  obedience  to  all 
orders  and  instructions. 

I  desire  to  express  many  thanks  to  David  Scannell,  Esq.,  (Chief  of  Fire 
Department);  also  to  the  officers  and  men  under  them,  in  the  S.  F.  F.  D., 
who  have  on  all  occasions   co-operated   willingly  with  the    Patrol   Force  ;  to 


.  HERBERT  FOLGER 

SEVENTH 

ANNUAL  REPORT 

OF   THE 

BOARD  OF  DIRECTORS 

OF   THl'     >>■ 

Itndecroriters'  lice  fkicof  of  San  frnncisco, 

For  the    Year  ending  December  Jist,   1881. 


At  the  Annual    Meeting   in   January,  the  following  named 

gentlemen  were  elected  Directors  to  serve  for  the  year,  viz  : 

Directors  : 

GUSTAVE  TOUCHARD,  A.   J.  BRYANT, 

D.  J.  Staples,  Tom.  C.  Grant, 

Chas.  A.  Laton,  Wm.  Frank, 

Edward  Brown. 


Officers  : 

Chas.  A.  Laton,  President.  Gustave  Touchard,  Vice-President. 

Tom.  C.  Grant,  Secretary  and  Treasurer. 


Headquarters:  Station  No.  1,  S.  W.  C<>r.  Stevenson  and  Ecker  Stretts. 

Station  No.  ,?,------      Grove  Street,  near  New  City  Hall. 
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List  ok  Members  of  the  Underwriters'  Fire  Patrol  Force. 


Position. 

Names. 

Agk. 

No.  or  Badge. 

C.  H.  Okell 

Scott  Wyckotf 

27 
34 
35 
29 
34 
25 
22 
35 

One. 

Patrolman 

Patrolman 

Patrolman 

Patrolman 

W.  F.  Thomas 

C.  M.  Janes 

R.  Woodside 

G.  W.  Harrison,  (sub) 

Two. 
Three. 
Four. 
Five. 

Six. 

.  G.  Short,  (sul>) 

All  r< 


at  Station  No.  1. 


STATION      NO.     2. 


Lieutenant 
Patrolman 
Patrolman 
Patrolman 
Patrolman 


J.  F.  Comstock 

J.  E.  Littlefield 

T.  I.  Dornin 

F.  A.  Brown 

F.  G.  Drummond,  (sub) 


Eight. 
Nine. 
Ten. 

Eleven. 


All  reside  at  Station  No.  2. 

Officer  in  command  of  force,   Captain   Russell  White  ;  age,   39  ;  Residence  at 
headquarters. 

Appointments,  Resignations,  Etc.,  during  the  Year: 

Appointments  : 
A.  S.  Moore,  F.  Geldert,  R.  Woodside,  F.  Brown. 

Resignations  : 
J.  A.  Maier,  W.  H.  Smith,   (to  engage  in  other  business),  F.  Geldert,  J.  H. 
Colen,  (to  engage  in  other  business),  A.  S.  Moore. 

Withdrawn,  Etc.,  Etc: 
C.  H.  Lewis,  C.  Albee. 


San  Francisco,  January  1st,  1SS2. 
To  the  Members  of  the  Corporation  : — 

Gentlemen :  During  the  year  just  closed,  changes  in  members  of  the  force 
have  been  more  numerous  than  during  the  previous  year.  Several  reasons 
have  combined  to  bring  about  this  result ;  nevertheless,  there  is  still  a  large 
number  of  those  who  have  been  on  the  force  ever  since  the  Patrol  was  in- 
augurated. 
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John  L.  Durkee,  (Fire  Marshal),  thanks  for  valuahle  services  rendered;  to 
John  Curran,  (Superintendent  F.  A.  &  P.  T.),  officers  and  men  in  the  Alarm 
Office  ;  to  the  officers  and  members  of  the  Police  Force,  and  to  all  others  who 
have  lent  a  helping  hand. 

With  pleasure  I  again  express  my  gratitude  to  the  Board  of  Directors  for 
the  very  pleasant  and  able  manner  in  which  they  have  administered  the  affairs 
of  the  Patrol,  and  for  their  approval  of  sundry  recommendations  made  at 
various  times,  resulting  in  the  ecpiipment  of  an  Underwriters'  Fire  Patrol 
second  to  none. 

I  remain,  most  respectfully  yours, 

RUSSELL  WHITE, 

Captain   U.  F.  Patrol  Force. 
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TOTAL  NUMBER  OF  FIRES  AND  ALARMS  DURING  THE  YEAR. 

Received,  all  told 380 

Of  which  there  were  Bell  Alarms 286 

A.  D.  T.  Alarms 43 

Still  Alarms 31 

False  Alarms 20 

Total 3S0 


SERVICE  PERFORMED  BY  THE  PATROL. 

Hours  of  active  service 312  hours,  20  minutes. 

Number  of  covers  spread 1 140 

"  fires  extinguished  by  the  Patrol 12 

' '  extinguishers  used 42 

' '  fires  held  in  check,  etc 2 

Twenty-seven  (27)  Alarms  being  outside  of  Patrol  District,  responded  to  by 
the  "Captain." 

For  Causes  of  Fires  and  Alarms,  (291  in  number),  see  table  on  page  15. 


FIRES  EXTINGUISHED  BY  THE  PATROL. 

1881. 

March,  13th , No.  204  Montgomery  street. 

April  4th No.  409  California  street. 

May  9th South-west  corner  Kearny  and  Sutter  streets. 

June  17th No.  102  Market  street,  corner  Drumm  street. 

July  1st Nos.   125  to  135  Post  street 

July  5th South-west  corner  Pacific  and  Leavenworth  streets. 

July  9th No.  217  Market  street. 

Aug.  3d No.  13S  Third  street. 

Sept.  5th No.  515  Market  street. 

Sept.  20th No.  735  Mission  street. 

Dec.  3d Nos.  7,  9  and  11  First  street. 

Dec.  10th South-east  corner  Sutter  and  Montgomery  streets. 
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FIRES  HELD  IN  CHECK  UNTIL  ARRIVAL  OF  THE  FIRE 
DEPARTMENT. 

1881. 

Jan.  26th Nos.  121  to  123  Sansome  street,  (Blumenberg  Block). 

May  2d No.  37  Second  street,  (Webb  House). 

The  force  at  Station  No.  2  was  called  to  assist,  viz  : 

Jan.  26th Jackson  street  and  Washington  alley.  Box  25. 

Mar.  27th No.  739  Market  street.  Box  48. 

April  9th No.  715  Market  street.  Box  48. 

Aug.  29th Nos.  207  and  209  .Sutter  street.  Box  46. 

Oct.  14th Howard  and  Fourth  streets.  Box  62. 


COVERS  ON  HAND. 


At  Station  No.  1 ,  in  good  order 338 

At  Station  No.  2,  in  good  order 127 

On  truck  in  Oakland,  in  poor  order 6 

Total : 471 


[  11  ] 


CONDENSED  SCHEDULE  OF  PROPERTY  ON  HAND   AT 
THE  PATROL  STATIONS,  ETC. 


STATION  No.   1. 

Wagon,  large,  two-horse 1 

Wagon,  small,  one-horse 1 

Buggy 1 

Horses 5 

Covers 338 

Together  with  all  the  other  equipment,  furniture,  etc.,  etc. 

STATION  No.  2. 

Wagon,  large,  two-horse 1 

Wagon,  large,  two-horse,  (spare) 1 

Horses 2 

Covers 127 

Together  with  all  the  equipment,  furniture,  etc. ,  etc. ,  including  the  building 
and  improvements  at  this  Station. 

In  the  offices  of  the  President  and  Secretary  and  Treasurer,   will  be  found 
certain  property,  blanks,  etc.,  about  as  named  in  previous  Annual  Report. 
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TREASURER'S    REPORT 

OF 

RECEIPTS  AND  DISBURSEMENTS, 

For  the  Year  Ending  December  31st,  1881. 


Mr.  President  : — I  herewith  submit  my  Report  as  Treasurer  of  theUnder- 
writers'  Fire  Patrol  of  San  Francisco,  for  the  year  ending  December  31st,  1881: 

Receipts. 

1881. 

Balance  from  1880 $1,951  66 

Jan.    31.     Assessment  No.  24,  levied  on    returns  of  De- 
cember 31st,  1880 $4,645  30 

April  30.      Assessment  No.  25,  levied  on  returns  of  March 

30th,    1880 6,122  75 

July  31.     Assessment  No   26,  levied  on  returns  of  June 

30th,   1880 6,078  15 

Oct.    31.     Assessment  No.  27,  levied  on  returns  of  Sep- 
tember 30th,  1880 7,271  55 

24,117  75 

Jan.    20.     Sale  of  two  horses 175  00 

Feb.    19.     Sale  of  horse 100  00 

June  27.     Sale  of  two  horses 175  00 

Sept.     1.     Sale  of  old  carpets 31  75 

Dec.    31.     Rent  of  portion  of  Patrol  premises 360  00 

$26,911  16 
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Disbursements. 
1881. 

Dec.   31.     Eent  for  the  year $  2,640  00 

"  Pay  roll  account 14,715  00 

"  Equipment  account  : — 

Six  horses $1,700  00 

Wagon 900  00 

Harness,  extinguishers,  etc.. .  .       429  85 

3,029  85 

' '  Feed  account 747  95 

' '  Furniture  account 208  71 

' '  General  Expense  account : 

Repairs,  wear  and  tear $1,151  29 

Printing  and  stationery 228  90 

Oil,  soap  and  paint 179  99 

Gas 218  10 

Water 75  60 

Coal 34  00 

Horse  shoeing 245  00 

Newspapers 60  75 

Removing  manure 48  00 

Washing 91  75 

Taxes 37  15 

Horse  hire 136  00 

Telephone,  rent,  etc 57  50 

Veterinary  surgeon  and  medi- 
cines.  _ 15  00 

Secretary  and  Treasurer 600  00 

$3,179  03 

$24,520  54 

Balance  oa  hand 2,390  62 


$26,911  16 


TOM.  O.  GRANT,  Secretary  and  Treasurer. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  1st,  1882. 
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STATEMENT 


Receipts  and  Disbursements 


UNDERWRITERS'  FIRE  PATROL  RELIEF  ASSOCIATION, 

For  the  Tear  ending  December  31st,  1881. 


Receipts. 
1881. 

Balance  from  1880 $2,448  64 

Jan.    19.     Interest  on  deposit $64  04 

July  20.     Interest  on  deposit 60  8b" 

Sept.    6.     Donation  from  Ackerman  Bros 100  00 

Oct.    13.     Donation  from  State  Investment  &  Insurance  Co.     50  00 

271  90 

$2,723  54 


Disbursements. 

April    1.     Claim  of  A.  M.  Chase 80  00 

June  17.     Claim  of  A.  M.  Chase 145  00 

225  00 

Dec.   31.     Balance  on  deposit  in  Hibernia  Bank 2,498  54 

2,723  54 


TOM.  C.  GRANT,  Secretary  and  Treasurer. 

Headquarters  U.  F.  P.  Relief  Association, 

San  Francisco,  January  1st,  1882. 
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Ashes  in  Woode 
Boiling  over  Ke 
Children  with  X 
Carelessness  w 
Carelessness  wit] 
Carelessness  wit] 
Carelessness  wit). 
Carelessness  witi. 
Drying  Sacks  on. 
Defective  Coffee, 
Defective  Smokd. 
Defective  Fuma<. 
Defective  Stove-]. 
Defective  Gas  Br. 
Defective  Chine.1 
Defective  Chitnn 
Defective  Grate..' 
Defective  Range! 
Defective  Blacks 
Defective  Dry  R . 
Drunkenness 
Explosion  Coal  i 
Explosion  Coal  ( 
Explosion  of  Ch 
Explosion  of  Ga . 
Explosion  of  Gi 
Explosion  of  Bo 

Fireworks 

Fumes  from  Bei 
Friction  of  Mat 
Incendiary 
Overheated  Stov 
Overheated  Fi 
Stove  too  near  V 
Spontaneous  Coi 
Sparks  from  Sto 
Sparks  from  Sm< 
Smoking  &burni 
Sparks  from  Gra 
Smoking  Coal  O 
Sparks  from  Chi 
Sparks  from  PI  m 
Smoking  of  Pipe 
Tramps  Smoking 

Unknown 

Upsetting  Coal  0 


Total . 
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Fire   Record 


OF 

FIRES   AND   ALARMS 

DUTY  PERFORMED  AND  COVERS  SPREAD 
By  the  Patrol, 


JANUARY. 


Sunday,        No.  235  First  street.     Frame  brewery  building. 
2d,  Cause  of  lire,  sacks  placed  on  boiler  to  dry. 

9.  7  P.   M.,     Patrol  in  service  twenty  minutes. 
Box  58.         Responded  to  by  Station  No.  1. 
Loss,  $1. 

Monday,       Rear  of  Lincoln  School.     Two-story  frame  building. 
3d,  Cause  of  fire,  children  playing  with  matches. 

2  .  53  p.  M.,     Covers  spread,  two. 
Box  47.        Patrol  in  service  thirty-five  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $150. 

Monday,       Nos.  415  to  421  Jackson  street.     Two-story  brick  buildings 

3d,  Cause  of  fire,  defective  coffee  roaster. 

11.34  p.  m.,     Covers  spread,  nineteen. 
Box  31.        Patrol  in  service  two  hours. 
A.  D.  T.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  $8,000.     Loss  paid,  $600. 
Insurance  on  building,  none.     Estimated  loss,  $25. 
Insurance  on  contents,  .$27,000.     Loss  paid,  $958.75. 
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Thursday,      North-west  corner  of  Washington  alley  and  Washington  street. 

Cth,  Two-story  brick  building. 

12.54  a.  m.,     Cause  of  fire,  unknown. 
Box  25.        Covers  spread,  two. 

Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  No  1. 

Insurance  on  building,  $2,500.     Loss  paid,  $35.50. 

Insurance  on  contents,  .$1,000.     Loss  paid,  $594.55. 

Insurance  on  contents,  none.     Estimated  loss,  $100. 

Thursday,      No.  311  Austin  street.     One-story  frame  dwelling. 

6th,  Cause  of  fire,  children  playing  with  matches. 

10. 10  A.  m.,     Patrol  in  service  thirty-five  minutes. 
Box  241.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  none.     Estimated  loss,  $25. 
Insurance  on  contents,  none.     Estimated  loss,  $75. 

Thursday,      No.   738    Sacramento    street.     Three-story  and  basement  brick 

6th,  building. 

11.54  p.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  25.         Covers  spread,  one. 

Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.       Estimated  loss,  $25. 

Insurance  on  contents,  $16,000.     Loss  paid,  $226.50. 

Friday,         Mission  street,   between  twenty-fifth  and  twenty-sixth.     Two- 
7th,  story  frame  school  building,  and  Nos.  2934  and  2936  Mission 

8.3a.   m.,  street,  frame  dwellings. 

Box  236.       Cause  of  fire,  defective  smoke-stack. 
Patrol  iu  service  fifty-five  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  none.     Estimated  loss,  $150. 
Insurance  on  dwellings,  $600.     Loss  paid,  $75. 
Insurance  on  contents  of  dwelling,  $700.     Loss  paid,  $10. 

Friday,         Bluxome  street,   between  Fourth  and   Fifth.     Two-story  frame 
7th,  Mill. 

7.20  p.  m.,     Cause  of  fire,  defective  furnace. 
Box  152.       Patrol  in  service  one  hour. 
A.  D.  T.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  none.     Estimated  loss,  $3,050. 


Saturday, 

8th, 

7  .  8  p.   m. 

Box  236. 


False  alarm. 

Patrol  in  service  forty  minutes. 

E,esponded  to  by  Station  No.  2. 
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Saturday,       Townsend  street,  between  Third  and  Fourth.     Two-story  frame 

Sth,  dwelling. 

7.16  P.  M.,     Cause  of  fire,  children  playing  with  matches. 
Box  53.         Patrol  in  service  twenty-five  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  dwelling,  none.      Estimated  loss,  $25. 

Sunday,  False  alarm. 

9th,  Patrol  in  service,  thirty  minutes. 

7.12  a.  M.,  Responded  to  by  Station  No.  1. 
Box  45. 

Monday,       Sherman  street,  between  Seventeenth  and  Eighteenth.    One-story 
10th,  frame  dwelling. 

7 .  7  p.  m.,     Cause  of  tire,  burning  of  a  window  curtain — carelessness  with 
Box  273.  candle. 

Patrol  in  service  fifty -five  minutes. 

Responded  to  by  the  "Captain.  " 

Insurance  on  dwelling,  none.     Estimated  loss,  $5. 

Tuesday,  False  alarm. 

11th,  Patrol  in  service  thirty  minutes. 

1.15  p.   m.,  Responded  to  by  Station  No.  1. 
A.  D.  T. 

Wednesday,   No.  108  Sutter  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

12.20  a.  m.,     Patrol  in  service  one  hour. 
Box  46.        Covers  spread,  three.     Extinguishers  used,  two. 
Responded  to  by  Station  No.   1. 
Insurance  on  building,  $1,950.     Loss  paid,  $210. 
Insurance  on  contents,  $2,150.     Loss  paid,  $322.50. 

Sunday,        No.  816  Stockton  street.     One-story  frame  building. 
16th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.5  p.  m.,     Patrol  in  service  forty  minutes. 
Box  29.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss  $50. 
Insurance  on  contents,  $500.     Loss  paid,  $22.25. 

Sunday,        No.  84^  Colton  street.     One-story  frame  dwelling. 
16th,  Cause  of  fire,  defective  stove-pipe. 

12.7  p.   m.,     Patrol  in  service  fifty  minutes. 
Box  84.         Covers  spread,  two. 

•Responded  to  by  Station  No.  2. 

Insurance  on  building,  $400.     Loss  paid,  $67.50. 

Insurance  on  contents,  none.     Estimated  loss,  850. 


[     20     ] 


Monday,       South-west  corner   of   Bush    and   Kearny  streets,  in  store-room 
17th,  under  sidewalk. 

5.12  p.   M.,     Cause  of  fire,  carelessness  with  matches. 
A.  D.  T.        Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 
Insurance,  none.     Estimated  loss,  $50. 
Insurance  on  contents,  $2,500.     Loss  paid,  $350. 

Monday,       California  avenue,   between  Twenty-seventh  and   Twenty-eighth 
17th,  streets. 

7.35  P.   M.,     One-story  and  basement  frame  building. 
Box  234.       Cause  of  fire,  defective  stove-pipe. 
Patrol  in  service  one  hour. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  $200.     Loss  paid,  $100. 
Insurance  on  contents,  $200.     Loss  paid,  $50. 

Tuesday,       Nos.  1053-1057  Market  street.     One  and  two-story  frame  build- 

18th,  ings. 

5.23  A.  m.,     Cause  of  fire,  supposed  hot  ashes. 
Box  75.        Covers  spread,  twelve. 

Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  2  (two  wagons). 
Insurance  on  buildings,  $6,100.     Loss  paid,  $957. 
Insurance  on  contents,  $4,200.     Loss  paid,  $618.50. 

Wednesday,   No.  216  Eleventh  street.     Two-story  frame  dwelling. 

19th,  Cause  of  fire,  stove  too  near  wooden  partition. 

5.35  p.m.,     Patrol  in  service  twenty-five  minutes. 
Still.  Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $1,000.     Loss  paid,  $37.50. 

Insurance  on  contents,  $1,000.     Estimated  loss,  $5.     No  claim. 

Saturday,  No.  621  Eddy  street, 

22d,  Needless  alarm. 

1.18  P.  m.,  Patrol  in  service  forty  minutes. 

Box  94.  Responded  to  by  Station  No.  2. 


Monday,       Nos.  223  to  229  Pine  street.      Frame,  brick,  and  stone  buildings. 
24th,  Cause  of  fire,  spontaneous  combustion. 

7.27  P.  M.,      Patrol  in  service  three  hours. 
Box  35.        Covers  spread,  forty. 

Responded  to  by  Station  No.  1. 
Insurance  on  building,  none.     Estimated  loss,  $550. 
Insurance  on  contents,  none.     Estimated  loss,  $3,000. 
Insurance  on  building,  $120,000.     Loss  paid,  $2,940. 
Insurance  on  contents,  $15,500.      Loss  paid,  $5,218. 
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Monday, 

24th, 

8.43  p.  m. 

Box  132. 


False  alarm. 

Patrol  in  service  twenty  minutes. 

Responded  to  by  Station  No.  1. 


Monday, 

24th, 

9.25  p.  m. 

Box  45. 


False  alarm. 

Patrol  in  service  twenty-live  minutes. 

Responded  to  by  Station  No.  1 . 


Tuesday,       No.  748  Howard  street.     Brick  building. 
25th,  Cause  of  fire,  curtain  too  near  gas  light. 

7.15  P.   M.,      Patrol  in  service  twenty  minutes. 
Box  61.        Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $5, 


Wednesday,   Nos.  121  to  123  Sansome  street.     Three-story  brick  building. 

26th,  Cause  of  fire,  unknown. 

12. 12  M. ,       Patrol  in  service  two  hours. 

12.19  m.,       Covers  spread,  thirty-five. 

Still  &         Responded  to  by  Station  No.  1. 

Box  37.        Extinguishers  used,  three. 

Fire  held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  .$7,000.      Loss  paid,  $95. 
Insurance  on  contents,  .$57,200.     Loss  paid,  .$300. 

Wednesday,   South-east  corner  of  Washington  alley  and  Jackson  street. 

26th,  Three-story  brick  buildings. 

3.51  a.   m.,     Cause  of  fire,  defective  chimney. 
Box  25.         Patrol  in  service  three  hours. 
Covers  spread,  sixty. 

Responded  to  by  Station  No.  1  (three  wagons  present). 
Insurance  on  buildings,  $15,500.     Loss  paid,  $3,515. 
Insurance  on  contents,  $31,400.     Loss  paid,  $6,807.25. 


Wednesday,   Nos.  17  to  30  Waverly  Place.     Frame  and  brick  buildings 

26th,  Cause  of  fire,  defective  chimney. 

4.39  a.   m.,     Patrol  in  service  one  hour. 
Box  21.        Covers  spread,  twelve. 

Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $2,600.     Loss  paid,  $80.50. 
Insui'ance  on  buildings,  none.      Estimated  loss,  $350. 
Insurance  on  contents,  $1,300.     Loss  paid,  $65. 
Insurance  on  contents,  none.      Estimated  loss,  $300. 
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Thursday,       North-east  and  north-west  corners  of  Howard  and  Russ  streets, 
27th,  and   Nos.   4  and  1  R-uss  street.     One,  two  and  three-story 

11 .26  p.  m.,  frame  dwellings  and  buildings. 

Box  65.        Cause  of  fire,  unknown. 

Patrol  in  service  five  hours. 

Covers  spread,  thirty-five. 

Extinguishers  used,  one. 

Responded  to  by  Stations  Nos.  1  and  2  (two  wagons). 

Insurance  on  buildings,  $11,100.     Loss  paid,  $4,119. 

Insurance  on  contents,  $1,500.     Loss  paid,  $1,040. 

Insurance  on  contents,  none.     Estimated  loss,  $2,550. 

Sunday,  No.  420  Market  street. 

30th,  Needless  alarm. 

1.20  A.  m.,  Patrol  in  service,  twenty  minutes. 

Still.  Responded  to  by  Station  No.  1 . 


FEBRUARY. 

Tuesday,       Nos.  644  and  646  Mission  street.     Two-story  frame  dwelling. 
1st,  Cause  of  fire,  hot  ashes  in  wooden  ash-box. 

12.50  a.m.,     Patrol  in  service  forty  minutes. 
Still.  Responded  to  by  Station  No.  I. 

Insurance  on  dwelling,  none.     Estimated  loss,  $10. 
No  loss  on  contents. 

Thursday,      No.  724  Green  street.     One-story  and  basement  frame  dwelling. 
3d,  Cause  of  fire,  incendiary. 

7  a.   m.,       Patrol  in  service  one  hour. 
Box  8.         Covers  spread,  four. 

Extinguishers  used,  one. 

Responded  to  by  Station  No.  1. 

Insurance  on  dwelling,  $1,200.     Loss  paid,  $650. 

Insurance  on  contents,  none.     Estimated  loss,  $3,000. 


Friday,        Nos.  726  and  728  Jackson  street.     Four-story  and  basement  brick 
4th,  building. 

1.46  a.  M.,     Cause  of  fire,  carelessness  with  cigar. 
Box  25.        Patrol  in  service  two  hours. 
Covers  spread,  four. 
Responded  to  by  Station  No.  1 . 
Insurance  on  building,  $15,000.     Loss  paid,  $25. 
Insurance  on  contents,  none.     Estimated  loss,  $350. 
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Friday,         No.  101(5  Geary  street.     Two-story  frame  dwelling. 
4th,  Cause  of  tire,  carelessness  with  lamp. 

f.8  p.   M.,     Patrol  in  service  forty  minutes. 
Box  136.       Responded  to  by  Station  No.  2. 
No  loss  on  dwelling. 
Insurance  on  contents,  $2,000.     Loss  paid,  $116.50. 


Sunday,  False  alarm. 

6th,  Patrol  in  service  twenty-five  minutes. 

12.2SP.  M.,  Responded  to  by  Station  No.  2. 
Box  84. 


Monday, 

7th, 

10.5  a.  m.: 

Box  216. 


Needless  alarm. 

Out  of  Patrol  district. 

Did  not  respond  thereto. 


Saturday,  No.  35  Eddy  street.     Frame  building. 

12th,  Cause  of  fire,  carelessness  with  coal-oil  stove. 

11.55  p.m.,  Patrol  in  service  twenty  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1. 


Saturday,      Nos.  503   and  503J  O'Farrell  street.     Frame  dwelling. 

12th,  Cause  of  fire,  spark  from  stove. 

12.53  p.  m.,     Patrol  in  service  thirty -five  minutes. 
Box  45.         Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,000.     Loss  paid,  $60. 
Insurance  on  contents,  $1,575.     Estimated  loss,  $30. 


Monday,       No.  105  Ninth  street.     Two-story  frame  dwelling. 
21st,  Cause  of  fire,  carelessness  with  matches. 

4.30  a.   m.,     Patrol  in  service  twenty -five  minutes. 
Still.  Responded  to  by  Station  No.  2. 

■  Insurance  on  dwelling,  none.     Estimated  loss,  $25. 
Insurance  on  contents,  $500.     Loss  paid,  $27.50. 


Monday,       No.  500  Twenty-second  street.     One-story  frame  dwelling. 

21st,  Cause  of  tire,  incendiary. 

6  a.  m.,        Responded  to  by  the  "Captain  " — in  service  two  hours. 
Still.  Insurance  on  dwelling,  $700.     Loss  paid,  $93. 

Insurance  on  contents,  $300     Loss  paid,  $108.75. 
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Tuesday,       No.  43S  Broadway  street.     Four-story  frame  building. 
22d,  Cause  of  fire,  defective  stove-pipe. 

2.49  p.   m.,     Patrol  in  service  twenty-five  minutes. 
Box  351.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  $3,500.     Loss  paid,  §20. 
No  loss  on  contents. 


Saturday,      Spear  and  Market  streets.     Two-story  frame  and  brick  buildings 

26th,  and  lumber  yard. 

2.25  A.   m.,     Cause  of  fire,  unknown. 
Box  32.         Patrol  in  service  two  horn 
Covers  spread,  eleven. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $7,200. 
Insurance  on  contents,  $40,301). 


and  thirty  minutes. 


Loss  paid,  $1,285.70. 
Loss  paid,  $7,900. 


Sunday,  False  alarm. 

27th,  Patrol  in  service  thirty-five  minutes. 

5.54  p.   m.,  Responded  to  by  Station  No.  2. 
Box  175. 


One  and  three-story   frame 


Monday,       Nos.    215  and   217  Eighth  street 

28th,  buildings. 

5.  P.  M.,       Cause  of  fire,  unknown. 
Box  78.        Patrol  in  service  three  hours. 

Covers  spread,  nineteen. 

Extinguishers  used,  one. 

Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $4,200.     Loss  paid,  $850. 

Insurance  on  contents,  $2,300.     Loss  paid,  $500. 

Insurance  on  contents,  none.     Estimated  loss,  $350. 


MARCH. 


Tuesday,       No.  206  Clara  street.     Two-story  frame  dwelling. 

1st,  Cause  of  fire,  children  playing  with  matches. 

9.30  a.  m.,     Covers  spread,  five. 
Box  158.       Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  1. 

Insurance  on  dwelling,  none.     Estimated  loss,  $300. 
Insurance  on  contents,  none.     Estimated  loss,  $300. 
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Tuesday,       San  Bruno  road  and  Vermont  street.       One-story  frame  building. 

1st,  Cause  of  fire,  carelessness  with  pipe. 

8.12  p.  m.,     Responded  to  by  the  "Captain" — in  service  one  hour  and  thirty 
Box  281.  minutes. 

Insurance  on  building,  8600.     Loss  paid,  $550. 
Insurance  on  contents,  none.     Estimated  loss,  $400. 

Tuesday,       Sweeney's  alley,  off  Eighth  street,  between  Howard  and  Folsom. 

1st,  Two-story  frame  dwelling. 

11.30  p.  m.,     Cause  of  fire,  carelessness  with  candle. 
Box  73.         Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  contents,  none.     Loss,  50  cents. 


Thursday,       South-east  corner  of  Montgomery  avenue  and  Chestnut  street. 

3d,  Two-story  frame  dwelling. 

2.22  a.  m.,     Cause  of  fire,  unknown. 
Box  2.         Covers  spread,  two. 

Patrol  in  service  fifty-five  minutes. 

Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  §800.     Loss  paid,  $409.25. 

Insurance  on  contents,  $3,200.     Loss  paid,  $1,036.15. 

Friday,  No.  16  Leidesdorff  street,  near  California. 

4th,  Needless  alarm. 

4.6  A.  M.,  Patrol  in  service  twenty  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1. 

Saturday,  No.  38  Baldwin  Court. 

5th,  Needless  alarm. 

7.51  P.   m.,  Patrol  in  service  "twenty-five  minutes. 

Box  58.  Responded  to  by  Station  No.  1. 

Saturday,      Harrison   street,    between   Eighteenth   and   Nineteeith  streets. 

12th,  One-story  frame  building. 

1.40  a.   M.,     Cause  of  fire,  spontaneous  combustion. 
Box  149.       Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  $500.     Loss  paid,  $500. 

Insurance  on  contents,  $250.      Loss  paid,  $250. 

Sunday,        No.  204  Montgomery  street.     Three-story  brick  building. 

13th,  Cause  of  fire,  defective  grate. 

4.4  p.   m.,      Patrol  in  service  one  hour. 
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A.  D.  T. 


Tuesday, 
15th, 

11.3  P.     M., 

Box  56. 


Fire  extinguished  by  Patrol. 
Extinguishers  used,  one. 
Responded  to  by  Station  No.  1. 

Insurance  on  building,  $12,000.     Loss  paid,  $46.50. 
Insurance    on   contents,    estimated  at  $10,000.     Loss,  $25.     No 
claim. 

No.  15  Frederick  street.     Two-story  frame  dwelling. 

Cause  of  fire,  carelessness  with  matches. 

Patrol  in  service  forty-five  minutes. 

Responded  to  by  Station  No.  1 . 

Insurance  on  building,  none.     Loss,  $10. 

Insurance  on  contents,  $400.     Estimated  loss,  $10.      No  claim. 


Tuesday,       Nos.  211  to  223   Mission  street,  and  203  to  207  Mission  street. 
15th,  Two  and  three-story  frame  buildings. 

11.36  P.  M.,     Cause  of  fire,  supposed  hot  ashes. 
Box  52  &      Covers  spread,  thirty-nine. 
A.  L>.  T.       Patrol  in  service  two  hours  and  thirty  minutes. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $2,100.      Loss  paid,  $925. 

No  insurance  on  buildings.     Estimated  loss,  $25. 

Insurance  on  contents,  $12,950.      Loss  paid,  $1,172.50. 

No  insurance  on  contents.     Estimated  loss,  $3,000. 

Thursday,      Nos.  50  to  54  Third  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  defective  range  in  restaurant. 

3.40  a.  m.,     Covers  spread,  thirteen. 
Box  61.        Patrol  in  service  two  hours. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss,  $500. 

Insurance  on  contents,  $7, 100.     Loss  paid,  $997. 

Saturday,      No.  517  Commercial  street.     One-story  brick  building. 

19th,  Cause  of  fire,  overheated  coffee-roaster. 

8.45  A.  m.,     Patrol  in  service  twenty-five  minutes. 
Box  31.        Responded  to  by  Station  No  1 . 

Insurance  on  contents,  $800.     No  claim.     Estimated  loss,  $5. 


Saturday,      No.  445  Bryant  street.     Two-story  frame  dwelling. 

19th,  Cause  of  fire,  defective  stove-pipe. 

8.21  p.  m.,     Covers  spread,  two. 
Box  G9.        Extinguishers  used,  one. 

Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  No.   1 . 

Insurance  on  building,  $2,500.     Loss  paid,  $96. 

Insurance  on  contents,  $1,925.     Loss  paid,  $619. 
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Sunday,        No.  2440  Steiner  street.     Two-story  frame  dwelling. 

20th,  Cause  of  fire,  carelessness  with  matches. 

5  p.  m.,        Responded  to  by  the  "Captain" — in  service  forty  minutes. 
Box    321.       Insurance  on  building,  $1,700.     Loss  paid,  $40. 
Insurance  on  contents,  none.     Loss,  $25. 

Thursday,       Xo.  131  Turk  street.     Two-story  frame  dwelling. 

24th,  Cause  of  fire,  defective  chimney. 

6.45  p.  m.,     Patrol  in  service  fifty  minutes. 

Still.  Responded  to  by  Station  No.  2. 

No  insurance.     Estimated  loss,  $50. 

Friday,         No.    711    Sacramento   street.     Two-story    and   basement    frame 
25th,  building. 

6.58  P.   m.,     Cause  of  fire,  explosion  of   coal-oil  lamp. 
Box  12.        Patrol  in  service  thirty-five  minutes. 
Responded  to  by  Station  No.  1. 
No  insurance.     Estimated  loss,  §5. 

Sunday,  No.  739  Market  street.     Two-story  frame  building. 

27th,  Cause  of  fire,  unknown. 

7.51  P.  m.,  Covers  spread,  nineteen. 

7.55  p.  m.,  Patrol  in  service  two  hours. 

Box  48  &  Responded  to  by  Station  No.  1. 

Box  47.  Insurance  on  building,  $2,000.     Loss  paid,  $350. 

Insurance  on  contents,  $6,200.     Loss  paid,  $1,475.00. 

Monday,  Sherman  street,  between  Seventeenth  and  Eighteenth  streets. 

28th,  Needless  alarm. 

7.8  p.  M.  Out  of  Patrol  district. 

Box  273.  Responded  to  by  the  "Captain  " — in  service  forty-five  minutes. 

Tuesday,  No.  333  Kearny  street. 

29th,  False  alarm.     Messenger  wanted. 

7.2  p.  M.,  Patrol  in  service  fifteen  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1. 


Wednesday,   South-east   corner   of  Commercial  and  Kearny  streets.     Three- 

30th,  story  brick  building. 

5.55  p.   is.,     Cause  of  fire,  carelessness  with  lucine  oil. 
A.  D.   T.       Patrol  in  service  forty-five  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $4,000.     Loss  paid,  $10. 
Insurance  on  contents,  $60,000.     Estimated  loss,  $60.     No  claim. 


[     2S     J 

Thursday,  Vallejo  street,  between  Sansome  and  Battery  streets. 

31st,  Needless  alarm. 

10.29  p.  m.,  Patrol  in  service  twenty-five  minutes. 

Box  5.  Responded  to  by  Station  No.  1 . 


APRIL. 

Friday,         No.  26  Montgomery  street. 
1st,  Cause  of  fire,  leaky  chimney. 

9.8  a.  m.,     Patrol  in  service  twenty-five  minutes. 
A.  D.  T.        Responded  to  by  Station  No.  1. 
No  loss. 


Saturday,      Corner  of  Sixth  and  Market  streets. 

2d,  Cause  of  fire,  sparks  from  smoke-stack  of  Baldwin's  Hotel. 

11.15  P.  m.,     Patrol  in  service  fifteen  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  2. 
No  loss. 


Monday,       No.  409  California  street. 

4th,  Cause  of  fire,  wooden  ash-barrel. 

7.50  p.   m.,     Patrol  in  service  forty  minutes. 
A.  D.  T.        Fire  extinguished  by  Patrol. 
Extinguishers  used,  one. 
Responded  to  by  Station  No.  1 . 
Insurance  on  building,  $10,000.     Loss  paid,  $35. 
No  loss  on  contents. 

Wednesday,   Nos.  807  to  813  Twenty-fifth  street.      One  and  two-story  frame 
6th,  dwellings. 

3  P.  M.,         Cause  of  fire,  defective  chimney. 
Box  274.        Covers  spread,  seven. 

Patrol  in  service  three  hours  and  thirty  minutes. 
Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $5,950.     Loss  paid,  $4,133.15. 
Insurance  on  contents,  $1,900.     Loss  paid,  $675. 
Loss  on  property  not  insured,  $375. 


Thursday,      No.  312  Fourth  street.     One-story  frame  building. 

7th,  Cause  of  fire,  incendiary. 

1.3  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  67.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $4,000.     Loss  paid,  $86. 
Insurance  on  contents,  $800.     Loss  paid,  $86. 63. 
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Thursday, 

7th, 
12.40  p.  m. 
A.  D.  T. 


Saturday, 

9th, 

12.53  a.  m. 

Box  48  & 

Box  47. 


Grand  Hotel,  Market,  New  Montgomery  and  Second  streets. 

Cause  of  fire,  sparks  from  grate. 

Patrol  in  service  twenty  minutes. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Loss,  $25. 

Insurance  on  contents,  .$1,500.     Loss  paid,  $72.50. 

Loss  on  contents  not  insured,  $50. 


Two-story  brick   and  frame 


Nos.    713   to   719  Market   street, 

buildings. 
Cause  of  fire,  unknown. 
Patrol  in  service  four  hours. 
Covers  spread,  twenty-seven. 
Extinguishers  used,  four. 

Eesponded  to  by  Stations  1  and  2.     (2  wagons). 
Insurance  on  buildings,  $15,175.     Loss  paid,  $1,069. 
Insurance  on  contents,  $37,050.     Loss  paid,  $6,534.35. 
Estimated  loss,  $1,150  and  no  insurance. 


Monday,       South-west  corner  of  Greenwich   and  Sansome  streets.     Three- 

18th,  story  frame  building.  ( 

11.47  P.  M.,     Cause  of  fire,  unknown. 
Box  4.         Patrol  in  service  one  hour. 

Eesponded  to  by  Station  No.  1. 

Insurance  on  building,  $2,000.     Loss  paid,  $586.05. 

Insurance  on  contents,  $3,000.     Loss  paid,  $1,178. 

Tuesday,      Nos.  472  and  474  Tehama  street.     Two-story  frame  dwelling. 
19th,  Cause  of  fire,  children  playing  with  matches. 

3  .  8  p.   M.,     Patrol  in  service  thirty-five  minutes. 
Box  159.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,000.     Loss  paid,  $60. 
Insurance  on  contents,  $600.     Loss  paid,  $245. 

Wednesday,   No.  455  Stevenson  street.     Two-story  frame  dwelling. 

20th,  Cause  of  fire,  children  playing  with  matches. 

1.17  a.  m.,     Patrol  in  service  forty  minutes. 
Box  75.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss,  $5. 
Insurance  on  contents,  $600.     No  loss. 


Sunday,        Nos.  307  to  31 1  Montgomery  avenue.     Two-story  frame  buildings. 
24th,  Cause  of  fire,  supposed  spontaneous  combustion. 

2. 5Q  a.   M. ,     Patrol  in  service  one  hour. 
Box  9.         Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $3,000.     Loss  paid,  83.50. 
Insurance  on  contents,  $1,000.     Loss  paid,  $650. 
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Thursday, 

28th, 

3.15  p.  m.. 

Box  351. 


False  alarm. 

Patrol  in  service  twenty  minutes. 

Responded  to  by  Station  No.  1. 


Friday,         No.  534  Howard  street.     Two-story  frame  dwelling. 
29th,  Cause  of  tire,  carelessness  with  candle. 

12.42  p.  M.,     Patrol  in  service  twenty  minutes. 
Still.  Responded  to  by  Station  No.  1. 

No  loss  on  building. 
Insurance  on  contents,  none.     Estimated  loss,  $400. 

Saturday,      No.  627  Pacific  street.     One-story  brick  building. 
30th,  Cause  of  fire,  supposed  spontaneous  combustion. 

12.11  A.  m.,     Patrol  in  service,  forty-five  minutes. 
Box  17.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,400.     Loss  paid,  $10. 
Insurance  on  contents,  $500.     Loss  paid,  $25. 

Saturday,      Nos.    211  to  219   Second  street.      Three   and   two-story   frame 

30th,      ♦  buildings. 

4.40  a.   m.,     Cause  of  fire,  defective  stove-pipe. 
Still.  Patrol  in  service  one  hour. 

Extinguishers  used,  one. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $5,000.     Loss  paid,  $125. 
Insurance  on  contents,  none.     Estimated  loss,  $130. 


MAY. 

Monday,       No.  37  Second  street.     Three-story  brick  building. 

2d,  Cause  of  fire,  cigar  smoking. 

1.36  P.  m.,      Patrol  in  service  forty  minutes. 
Box  38.        Covers  spread,  one. 

Extinguishers  used,  two. 

Responded  to  by  Station  No.   1. 

Fire  held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  building,  $10,000.     Loss  paid,  none. 

Insurance  on  contents,  $1,500.     Loss  paid,  $183.90. 


Tuesday,       False  alarm. 

3d,  Responded  to  by  the    "Captain" 

3.24  p.    m., 
Box  125. 


-in  service  forty-five  minutes. 
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Wednesday,   No.  2432  California  street.     One-story  frame  dwelling. 

4th,  Cause  of  fire,  defective  chimney. 

2  .  9  p.   m.,     Responded  to  by  the  "  Captain" — in  service  fifty  minutes. 
Box  216.       Insurance  on  building,  $(300.     Loss  paid,  $30. 
Insurance  on  contents,  §400.     Loss  paid,  .$15. 


Monday,       South-west  corner  of  Market  and  Ninth  streets. 

9th,  wood  in  vacant  lot. 

12.42  p.  m.  ,     Cause  of  fire,  from  asphaltum  kettle. 
Box  76.         Patrol  in  service  thirty-five  minutes. 
Responded  to  by  Station  No.  2. 
Loss,  $10. 


Burning  of  old 


Monday,       South-west   corner  of  Kearny  and  Sutter  streets. 
9th,  brick  building. 

4.54  p.   M.,     Cause  of  fire,  defective  range  in  restaurant. 
Box  46  and     Patrol  in  service  fifty  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  1. 
Extinguishers  used,  two. 
Fire  extinguished  by  Patrol. 

Insurance  on  building,  $15,000.     Loss  paid,  none. 
Insurance  on  contents,  $65,500.     Loss  paid,  none. 
Estimated  loss  on  building,  $10. 
Estimated  loss  on  contents,  $25. 


Three-story 


Wednesday,   No.  974  Harrison  street.     Three-story  frame  building. 

11th,  Cause  of  fire,  defective  chimney. 

2.41  p.  m.,     Patrol  in  service  two  hours. 
Box  159.       Covers  spread,  fourteen. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,000.     Loss  paid,  $925. 

Insurance  on  contents,  none.     Estimated  loss,  $500. 


Wednesday,  No.  1116  Union  street.     One-story  frame  dwelling. 

11th,  Cause  of  fire,  unknown. 

9.39  p.   m.,  Responded  to  by  the  "  Captain" — in  service  one  hour. 

9.53      "  Insurance  on  building,  none.     Estimated  loss,  $1,000. 

Box  123,  Insurance  on  contents,  $1,500.     Loss  paid,  $650. 

Box  125. 


Saturday,      Brenell  street,  between  Presidio  avenue  and  Army  street. 

14th,  story  frame  dwelling. 

7.38  a.   M.,     Cause  of  fire,  children  playing  with  matches. 


One- 
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Box  236.       Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  $500.     Loss  paid,  $250. 
Insurance  on  contents,  none.     Estimated  loss,  $50. 

Tuesday,       North-west  corner  of  Jackson  and  Dupont  streets.     Four-story 
17th,  brick  building. 

3.38  A.  M.,     Cause  of  fire,  unknown. 
Box  17.        Patrol  in  service  three  hours. 
Covers  spread,  thirty-nine. 
Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $20,000.     Loss  paid,  $2,500. 
Insurance  on  contents,  $19,S00.     Loss  paid,  $193. 

Tuesday,       No.  20  Mission  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  defective  blacksmith's  forge. 

6.2  p.   m.,       Patrol  in  service  forty-five  minutes. 
Box  34  &       Covers  spread,  three. 
A.  D.  T.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  $800.     Loss  paid,  $400. 

Insurance  on  contents,  $200.     Loss  paid,  $50. 

Insurance  on  contents,  none.     Estimated  loss,  $200. 

Tuesday,       No.  405  to  407  Sansome  street.     Eour-story  brick  building. 

17th,  Cause  of  fire,  supposed  spontaneous  combustion. 

7.45  P.   m.,     Patrol  in  service  three  hours. 
Box  31.        Covers  spread,  forty-three. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  $10,000.     Loss  paid,  $475. 

Insurance  on  contents,  $52,882.14.     Loss  paid,  $6,103.90. 

Wednesday,    San  Bruno  road,  Twenty-eighth  and  Twenty-ninth  streets.     One- 

18th,  story  frame  building. 

3.14  p.  M.,     Cause  of  tire,  sparks  from  smoke-stack. 
Box  281.       Responded  to  by  the  "  Captain" — in  service  one  hour. 

Insurance  on  building,  $450.      No  claim.     Estimated  loss,  $10. 
Insurance  on  contents,  $1,250.     No  claim.      Estimated  loss,  $25. 


Sunday,        Nos.  428  and  430  Twenty-ninth  street.    One  story  frame  dwelling. 
22d,  Cause  of  fire,  carelessness  with  candle. 

1.36  a.   M.,     Patrol  in  service  two  hours. 
Box  236        Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $700.  Loss  paid,  $415. 
Insurance  on  contents,  $200.  Loss  paid,  $200. 
Loss  over  insurance,  $550. 
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Sunday,        No.  319  Davis  street.     One-story  frame  building. 
22d,  Cause  of  fire,  supposed  spontaneous  combustion. 

4.55  A.  M.,     Patrol  in  service  fifty  minutes. 
Box  19.        Covers  spread,  six. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss,  $25. 

Insurance  on  contents,  $2,000.     Loss  paid,  $125. 

Sunday,        No.  71  Fourth  street.     Two-story  frame  building. 
22d,  Cause  of  fire,  defective  tailor's  stove. 

6.30  A.  m.,     Patrol  in  service  forty-five  minutes. 
Still.  Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss,  $50. 
Insurance  on  contents,  $600.     No  loss. 

Sunday,        No.  2721  Sutter  street.     One-story  frame  dwelling. 
22d,  Cause  of  fire,  sparks  from  smoke-stack. 

1.30  P.  M.,     Responded  to  by  the  "  Captain" — in  service  fifty-five  minutes. 
Box  326.       Insurance  on  building,  $1,000.     Loss  paid,  $25. 
No  loss  on  contents. 

Sunday,        Vermont   street,    between   Twenty-sixth    and    Twenty-seventh 
22d,  streets.     One-story  frame  dwelling. 

11.50  p.  M.,     Cause  of  fire,  unknown. 
Box  281.       Responded  to  by  the  "Captain  " — in  service  one  hour. 
Insurance  on  building,  $500.     Loss  paid,  $275. 
Insurance  on  contents,  none.     Estimated  loss,  $200. 

Wednesday,   Hay  wharf,  between  Howard  and  Folsom  streets. 

25th,  Cause  of  fire,  supposed  pipe-smoking. 

10.26  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  36.        Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $1,200. 
Insurance  on  contents,  $600.     Loss  paid,  $92.30. 

Friday,        Corner  of  Alabama  and  Twenty-fourth  streets. 
27th,  Cause  of  fire,  children  playing  with  matches. 

6  .  8  P.   m.  ,     Patrol  in  service  forty  minutes. 
Box  234.       Responded  to  by  Station  No.  2. 
Needless  alarm. 

Saturday,      Austin  street,  between  Van  Ness  avenue  and  Franklin  street. 

28th,  Cause  of  fire,  burning  of  chimney. 

6.1  p.  m.,     Patrol  in  service  twenty-five  minutes. 
Box  135.       Responded  to  by  Station  No.  2. 
Needless  alarm. 
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JUNE. 

Wednesday,  No.  15  Yerba  Buena  street.     One-story  frame  dwelling. 

1st,  Cause  of  fire,  wooden  ash-barrel. 

1.19  A.  M.,     Patrol  in  service  forty  minutes. 
Box  23.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $2,000.     Loss  paid,  $25. 
No  damage  to  contents. 

Friday,         Nos.  405  to  407  Sansome  street.     Four-story  brick  building. 
3d,  Cause  of  fire,  defective  drying-room. 

8.5  A.  m.,     Patrol  in  service  thirty-five  minutes. 
Still.  Eesponded  to  by   Station  No.  1. 

Insurance   on    building,   $9,525.      Loss  paid,   none.     Estimated 

loss,  $25. 
Insurance  on  contents,  $46,778.24.     Loss  paid,  none. 

Sunday,        No.  419  Union  street.     Two-story  and  basement  frame  dwelling. 
5th,  Cause  of  fire,  defective  chimney. 

6.30  P.   m.,     Patrol  in  service  forty-five  minutes. 
Box  7.  Responded  to  by  Station  No.  1. 

Covers  spread,  one. 

Insurance  on  building,  $1,500.     Loss  paid,  $5. 
Insurance  on  contents,  $1,000.     Loss  paid,  $15. 

Tuesday,       Pacific  avenue,  between  Gough  and  Octavia  streets.      Two-story 
7th,  frame  dwelling. 

2.14  a.  m.,     Cause  of  fire,  unknown. 
Box  251.       Responded  to  by  the  "Captain " — in  service  one  hour. 
Insurance  on  building,  $5,000.     Loss  paid,  $4,500. 
Insurance  on  contents,  $500.     Total  loss. 

Tuesday,       Folsom  street  wharf.     In  lot  of  baled  hay. 

7th,  Cause  of  fire,  pipe-smoking  by  tramps. 

8.47  P.  M.,     Patrol  in  service  forty  minutes. 
Box  36.        Responded  to  by  Station  No.  1. 

Insurance  on  hay,  $507.70.     Loss  paid,  $244.53. 
Insurance  on  hay,  none.     Estimated  loss,  $100. 


Thursday,      No.  39J  Lafayette  street.     One-story  frame  dwelling. 

9th,  Cause  of  fire,  defective  chimney. 

1.4  p.  M.,     Patrol  in  service  fifty  minutes. 
Box  71.         Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,500.     Loss  paid,  $10. 
Insurance  on  contents,  none.     Estimated  loss,  $50. 
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Saturday,      Nos.  353  to  357  Tehama  street.     Four-story  frame  buildings. 

1 1th,  Cause  of  fire,  sparks  from  chimney. 

10.9  P.  M.,     Patrol  in  service  fifty  minutes. 
Box  64.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $3,509.22.     Loss  paid,  none. 
Insurance  on  contents,  $3,864.78.     Loss  paid,  none. 


Saturday,      Nos.  34  and  36  California  street.     Three-story  brick  buildings. 

11th,  Cause  of  fire,  supposed  spontaneous  combustion. 

11. 17  p.  m.,     Patrol  in  service  one  hour  and  thirty  minutes. 
Box  32.        Covers  spread,  two.     One  extinguisher  used. 
Pesponded  to  by  Station  No.  1 . 
Insurance  on  buildings,  $3,000.     Loss  paid,  $1,600. 
Insurance  on  contents,  $70,500.     Loss  paid,  $4,019.70. 


Monday,       No.  13  Powell  street.     Two-story  frame  dwelling. 
13th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

1 1.45  A.  M.,     Patrol  in  service  thirty- five  minutes. 
Box  47.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $500.     No  damage. 
Insurance  on  contents,  none.     Estimated  loss,  $10. 


Monday,       No.  202  Powell  street.     Two-story  frame  dwelling. 

13th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

1.45  p.  M.,     Patrol  in  service  fifty  minutes. 
Box  47.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  none.     Estimated  loss,  $1. 
Insurance  on  contents,  none.     Estimated  loss,  $5. 


Tuesday,       Golden  Gate  avenue,  between  Franklin  and  Gough  streets.     Two- 
14th,  story  unfinished  frame  dwelling. 

7.53  p.  M.,     Cause  of  fire,  plumber's  stove. 
Box  92.        Patrol  in  service  twenty-five  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  dwelling,  $4,000.     No  claim.     Estimated  loss,  $10. 


Wednesday,  Nos.  506  Front,  114  Oregon  and  218  Washington  streets.     Om 

15th,  story  frame  buildings. 

7.49  P.  M.,     Cause  of  fire,  supposed  hot  ashes. 
Box  19,        Patrol  in  service,  fifty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $266.     Loss  paid,  $80. 
Insurance  on  contents,  $4,300.     Loss  paid,  $120. 
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Friday,        No.  102  Market  street.     Two-story  frame  building. 
17th,  Cause  of  fire,  unknown. 

2.58  A.  M.,     Patrol  in  service  one  hour. 
Box  32.        Covers  spread,  one. 

Fire  extinguished  by  Patrol. 

Extinguishers  used,  two. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Estimated  loss,  $50. 

Insurance  on  contents,  $300.     Loss  paid,  $50. 


Saturday,      Nos.  41  and  43  Jessie  street. 
18th,  Cause  of  fire,  drunkenness. 

1.56  A.  M.,     Patrol  in  service  one  hour. 
Box  261  and  Covers  spread,  five. 

Still.  Extinguishers  used,  two. 

Responded  to  by  Station  No.  1. 
Insurance  on  dwellings,  $1,500. 
Insurance  on  contents,  $1,630. 


One  and  two-story  frame  dwellings. 


Loss  paid,  $540. 
Loss  paid,  $225. 


Insurance  on  contents,  none.     Estimated  loss,  $250. 


Saturday,      County  Jail.     Broadway,  between  Kearny  and  Montgomery  sts. 

18th,  Cause  af  fire,  sparks  from  chimney. 

10.45  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  17.        Covers  spread,  five. 

Responded  to  by  Station  No.  1. 
Insurance,  none.     Estimated  loss,  $500. 


Sunday,         No.  503  Kearny  street.     Three-story  brick  building. 

19th,  Cause  of  fire,  fireworks. 

5  P.  M. ,        Patrol  in  service  forty  minutes. 
Box  21  and     Responded  to  by  Station  No.  1. 
A.  D.  T.        Insurance  on  building,  $4,000.     No  claim.     Estimated  loss,  $2.50. 
Insurance  on  contents,  $1,500.     No  loss. 


Monday,       Nos.  720  and  722  Lombard  street.     Three  and  two-story  frame 
20th,  buildings. 

3.20  a.  m.,     Cause  of  fire,  unknown. 
Box  2.         Patrol  in  service  two  hours. 
Covers  spread,  five. 

Insurance  on  buildings,  $5,000.     Loss  paid,  $1,959. 
Insurance  on  contents,  $3,500.     Loss  paid,  $1,108.50. 
Insurance  on  contents,  none.     Estimated  loss,  $1,000. 
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Monday,       No.  63  Natoma  street.     Two-story  frame  dwelling. 
20th,  Cause  of  fire,  defective  chimney. 

8.35  a.  M.,     Patrol  in  service  twenty  minutes. 
Still.  Responded  to  by  Station  No.  1. 

Insurance  on  dwelling,  $1,000.     Loss  paid,  $17.50. 
Insurance  on  contents,  none.     Estimated  loss,  $15. 

Tuesday,       No.  10  Taylor  street.     Three-story  frame  buildings. 
21st,  Cause  of  lire,  unknown. 

8.56  a.  m.,     Patrol  in  service,  thirty  minutes. 
Box  95.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $10,000.      Loss  paid,  $12. 
Insurance  on  contents,  $300.     Loss  paid,  $10. 

Wednesday,  Corner  of  Hyde  and  Francisco  streets,  in  Reservoir  lot. 

22d,  Cause  of  fire,  children  playing  with  matches. 

11.22 a. m.,  Responded  to  by  the  "Captain  " — in  service  forty  minutes. 

Box  124.  Needless  alarm. 

Friday,        No.  123  Waverly  Place.     Two-story  brick  building. 
24th,  Cause  of  fire,  defective  range. 

3.32  p.  M.,     Patrol  in  service  thirty -five  minutes. 
Box  14.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,000.     No  claim.      Estimated  loss,  $50. 
No  damage  to  contents. 

Wednesday,    No.  1013  York  street.     One-story  frame  dwelling. 

29th,  Cause  of  fire,  fire-works. 

2.58  A.   M.,     Responded  to  by  the  "Captain" — in  service  fifty  minutes. 
Box  235.       Insurance  on  building,  $600.     Loss  paid,  $200. 
Insurance  on  contents,  $400.     Loss  paid,  $230. 

Wednesday,   Nos.   528  and  530  Tehama  street.     Two-story  frame  dwellings. 

29th,  Cause  of  fire,  defective  chimney. 

1.40  P.  m.,     Patrol  in  service  one  hour. 
Box  64.         Covers  spread,  seven. 

Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $3,000.     Loss  paid,  $260. 

Insurance  on  contents,  none.     Estimated  loss,  $160. 

Wednesday,  North-east  corner  Mission  and  Seventh  streets.       Fence  on  fire 

29th,  on  vacant  lot. 

8.16  P.   m.,     Cause  of  fire,  children  playing  with  matches. 
Box  65.        Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  2. 
No  insurance.     Estimated  loss,  $10. 
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Wednesday,    Needless  alarm. 

29th,  Patrol  in  service  twenty-five  minutes. 

10.6  p.  m.     Responded  to  by  Station  No.  2. 
Box  95. 

Thursday,       Nos.  140  and  142  Sixth  street.     Three-story  frame  building. 

30th,  Cause  of  fire,  overheated  furnace. 

10.16  a.  m.     Patrol  in  service  forty  minutes. 
Box  159.       Responded  to  by  Station  No.  2. 

Insurance  on  contents,  $2,000.     No  claim.     Estimated  loss,  $10. 


Thursday,      No.  35  Welsh  street.     Two-story  frame  dwelling. 

30th,  Cause  of  fire,  sparks  from  chimney. 

6. 24  p.  m.  ,     Patrol  in  service  forty  minutes. 
Box  68.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,333.33.     Loss  paid,  $40. 
No  damage  to'  contents. 


Thursday,  Needless  alarm. 

30th,  Patrol  in  service  twenty-five  minutes. 

7.28  p.  M.,  Responded  to  by  Station  No.  1. 

Box  9.  No  damage. 


JULY. 


1881. 
Friday,         No.  110  Post  street.     Five-story  unfinished  brick  building. 
1st,  Cause  of  fire,  plumber's  store. 

2.28  A.  M.,     Patrol  in  service  one  hour. 
A.  D.  T.       Extinguishers  used,  two.     Fire  extinguished  by  Patrol. 
Responded  to  by  Station  No.  1. 
No  insurance.     Estimated  loss,  $100. 


Saturday,      Nos.  18  to  26  Spear  street,  and  21  to  23  Main  street.     One,  two, 

2d,  and  three-story  frame  and  brick  buildings. 

10.55  p.  M.,    Cause  of  fire,  fire-works. 
11.00  P.  M.,    Patrol  in  service  two  hours. 
Box  32  &       Covers  spread,  seventeen. 

15.  Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $4,350.     Loss  paid,  $1,066. 
Insurance  on  contents,  $12,550.     Loss  paid,  $7,665.29. 
Loss  on  property  not  insured,  $800. 
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Sunday,        No.  1121  Kearny  street.     Two-story  frame  building. 
3d,  Cause  of  fire,  fire-works. 

12.8  P.  M.,     Patrol  in  service  forty  minutes. 
Box  9.         Responded  to  by  Station  No.  1. 

Insurance  on  building,  $3, 000.     Loss  paid,  $100. 
Insurance  on  contents,  none.     Estimated  loss,  $50. 


Sunday,        No.  711  Jackson  street.     Two-story  frame  building. 

3d,  Cause  of  fire,  fire-works. 

1.4  p.  M.,       Patrol  in  service  thirty  minutes. 
Box  25.         Responded  to  by  Station  No.  1. 

No  insurance.     Estimated  loss,  $5. 

Sunday,        Nos.  10  and  12  Twenty-sixth  street.    Two-story  frame  dwellings. 
3d,  Cause  of  fire,  fire-works. 

2.25  p.  m.,     Patrol  in  service  fifty  minutes. 
Box  236.       Covers  spread,  two. 

Responded  to  by  Station  No.  2. 

Insurance  on  dwellings,  $1,500.     Loss  paid,  $35. 

Insurance  on  contents,  none.     Estimated  loss,  $10. 


Sunday,        Nos.  36  and  38  Baldwin  Court.     One  and  two-story  frame  dwell- 
3d,  iugs. 

3.12  p.  M.,     Cause  of  fire,  fire-works. 
Box  58.         Patrol  in  service  forty-five  minutes. 
Covers  spread,  two. 
Extinguishers  used,  one. 
Responded  to  by  Station  No.  1. 
No  insurance.     Estimated  loss,  $425. 

Sunday,        No.  1421  Sacramento  street.     One-story  frame  dwelling. 
3d,  Cause  of  fire,  fire-works. 

4.54  p.  M.,     Patrol  in  service  fifty  minutes. 
Box  128.       Covers  spread,  three. 

Responded  to  by  Station  No.  1. 

Insurance  on  dwelling,  $1,000.     Loss  paid,  $75. 

Insurance  on  contents,  $500.     Loss  paid,  $25. 

Sunday,       Corner  of  Market  and  Geary  streets.     Newspaper  stand. 
3d,  Cause  of  fire,  fireworks. 

10.54p.m.,     Patrol  in  service  twenty  minutes. 
Box  48.        Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $1,600. 


t     40     ] 

Sunday,        Valencia  street,  between  Fourteenth  and  Fifteenth  streets.    Two- 
3d,  story  frame  building. 

11.45  p.  M.,     Cause  of  fire,  fireworks. 
Box  74.        Patrol  in  service  forty-five  minutes. 
Covers  spread,  four. 
Responded  to  by  Station  No.  2. 
Insurance,  none.     Estimated  loss,  $25. 

Monday,       No.  723  Jackson  street.     Two-story  brick  building. 

4th,  Cause  of  fire,  fireworks. 

1.15  A.  M.,     Patrol  in  service  twenty-five  minutes. 
Box  25.        Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $5. 


Monday,       Nos.  613  and  615  Green  street. 
4th,  church. 

8.46  A.  M.,     Cause  of  fire,  fire-works. 
Box  8.         Patrol  in  service  fifty  minutes. 
Covers  spread,  five. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $6,500. 
Insurance  on  contents,  $3,000. 


Two-story  frame   building  and 


Loss  paid,  $1,000, 
Loss  paid,  $1,035. 


on  property  not  insured,  $1,000. 


Monday,       No.  219  Ninth  streefl.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

).35  A.  M.,     Patrol  in  service  forty  minutes. 
Box  78.        Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $2,000.     Loss  paid,  $9. 
No  damage  to  contents. 


Monday,       Nos.    753   to   757  Folsom  street, 

4th,  dwellings. 

12.46p.m.,     Cause  of  fire,  fireworks. 
Box  157.       Patrol  in  service  one  hour. 
Covers  spread,  ten. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $3,500. 
Insurance  on  contents,  $500.     Lo 


Three  and  two-story   frame 


Loss  paid,  $455. 
ss  paid,  none. 


on  property  not  insured,  $150. 


Monday,       No.  931  Mission  street.     One-story  frame  building. 

4th,  Cause  of  fire,  fireworks. 

L.55  P.  M.,     Patrol  in  service  twenty-five  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  2. 

Insurance,  none.     Estimated  loss,  $25. 
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Monday,       Nos.  214  and  216  O'Farrell  street. 
4th,  buildings. 

2.26  p.  M.,     Cause  of  fire,  fireworks. 
Box  42.         Patrol  in  service  one  hour. 
Covers  spread,  fifteen. 
Responded  to  by  Station  No.   I. 
Insurance  on  buildings,  $4,S00.     L 
Insurance  on  contents,  $1,000, 


Two  and  three-story  frame 


Loss  paid,  $265. 
Loss  paid,  $109.50. 


Loss  on  property  not  insured,  $250. 


Monday,       No.  152  Clara  street.     Two-story  frame  dwelling. 
4th,  Cause  of  fire,  fireworks. 

4.24  p.  M.,     Patrol  in  service  thirty-five  minutes. 
Box  63.         Responded  to  by  Station  No.  1. 

Insurance  on  dwelling,  $500.     Loss  paid,  $225. 
Insurance  on  contents,  none.     Estimated  loss,  $100. 


Monday,       No.  646  Mission  street.     Three-story  frame  dwelling. 
4th,  Cause  of  fire,  fireworks. 

5.26  p.  M.,     Patrol  in  service  twenty  minutes. 
Still.  Responded  to  by  Station  No.  1. 

Insurance,  none.     Estimated  loss,  $25. 


Monday,       No.  540  Mission  street.     Two-story  frame  building. 
4th,  Cause  of  fire,  fireworks. 

7. 52  p.   m.  ,     Patrol  in  service  fifteen  minutes. 
Still.  Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,500.     Loss  paid,  $10. 
No  damage  to  contents. 

Monday,       Eell  street,  between  Pierce  and  Steiner  streets.     One-story  frame 
4th,  dwelling. 

8.9  p.  m.,     Cause  of  fire,  incendiary. 
Box  175.       Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  Mo.  2. 

Insurance  on  building,  $1,500.     Loss  paid,  $60. 

Insurance  on  contents,  $800.     Estimated  loss,  $42. 


Monday,       No.  719  Geary  street.     Tree  on  fire. 

4th,  Cause  of  fire,  fireworks. 

S.30  P.  M.,     Patrol  in  service  twenty-five  minutes. 
Box  139.       Responded  to  by  Station  No.  2. 
Needless  alarm. 
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Monday,       No.  18  Taylor  street.     Three-story  frame  dwelling. 
4th,  Cause  of  fire,  fireworks. 

10.2  p.   M.,     Patrol  in  service  twenty-five  minutes. 
Box  95.        Responded  to  by  Station  No.  2. 

Insurance,  none.     Estimated  loss,  $25. 


Monday,       Nos.  48  to  54  Second  street.     Three-story  brick  building 

4th,  Cause  of  fire,  coal-oil  lamp  upset. 

10. 15  P.  M. ,     Patrol  in  service  twenty-five  minutes. 
Still.  Eesponded  to  by  Station  No.  1. 

Insurance  on  building,  $9,000.     Loss  paid,  $15. 
Insurance  on  contents,  $1,500.     Loss  paid,  $10.40. 


Monday,       No.  313  Mason  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

10.20 p.  m.,     Patrol  in  service  twenty-five  minutes. 
Box  42.        Responded  to  by  Station  No.  1 . 

Insurance  on  building,  $1,200.     Loss  paid,  $2.50. 
No  damage  to  contents. 

Tuesday,       California  avenue.     Two-story  frame  dwellings. 

5th,  Cause  of  fire,  fire-works. 

1.10  a.  M.,     Patrol  in  service  fifty  minutes. 
Box  236.       Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $2,200.     Loss  paid,  $111. 
Insurance  on  contents,  $1,300.     Loss  paid,  $16. 

Tuesday,       No.  1108  Gilbert  street.     Three-story  frame  dwelling. 
5th,  Cause  of  fire,  unknown. 

4.35  A.  M.,     Responded  to  by  the  "Captain" — in  service  one  hour. 
Box  125.       Insurance  on  dwelling,  $3,500.     Loss  paid,  $45. 
No  damage  to  contents. 

Tuesday,       No.  229  Valencia  street.     Two-story  frame  stable. 
5th,  Cause  of  fire,  fire-works. 

8.59  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  361.       Responded  to  by  Station  No.  2. 

No  insurance.     Estimated  loss,  $40. 


Tuesday,       South-west  corner  of  Leavenworth  and  Pacific  streets.     One-story 

5th,  frame  dwelling. 

11.15a.  m.,     Cause  of  fire,  fire-works. 

Still.  Patrol  in  service  forty  minutes. 

Fire  extinguished  by  Patrol. 
Insurance  on  dwelling,  $1,000.     Loss  paid,  $6. 
Insurance  on  contents,  $500.     Loss  paid,  $5. 
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Tuesday,       Nos.  12  and  12^  Langton  street.     Two-story  frame  dwelling. 

5th,  Cause  of  fire,  fire-works. 

12.12  p.  M.,     Patrol  in  service  fifty-five  minutes. 
Box  153.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  82,300.     Loss  paid,  $5. 
No  damage  to  contents. 

Wednesday,  No.  1912  Stevenson  street.     Two-story  frame  dwelling. 

6th,  Cause  of  fire,  sparks  from  chimney. 

10.20  a.  m.,     Patrol  in  service  forty-five  minutes. 
Box  142.       Covers  spread,  seven. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  81,600.     Loss  paid,  |90. 

Insurance  on  contents,  none.     Estimated  loss,  8200. 

Wednesday,   North-east  corner  of  Folsom  and  Spear  streets.     Coal  yard. 

6th,  Cause  of  fire,  spontaneous  combustion. 

1.13  P.  m.,     Patrol  in  service  twenty-five  minutes. 
Box  36.        Responded  to  by  Station  No.  1 . 

No  insurance.     Estimated  loss,  810. 


Wednesday,   No.  109  Fourth  street.     Two-story  frame  building. 

6th,  Cause  of  fire,  carelessness  with  gas-light. 

7.27  P.  M.,     Patrol  in  service  twenty-five  minutes. 
Box  62.        Responded  to  by  Station  No.  1. 

Insurance  on  contents,  8750.     Loss  paid,  8150. 

Wednesday,   Northwest  corner  of  Davis  and  Commercial  streets.     One-story 

6th,  frame  buildings. 

10. 19  p.  M. ,     Cause  of  fire,  unknown. 
Box  19.        Patrol  in  service  one  hour  and  thirty  minutes. 
Covers  spread,  eight. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  none. 

Insurance  on  contents,  8550.     Loss  paid,  8235.25. 
Loss  on  property  not  insured,  $1, 145. 

Thursday,      No.  538  Hayes  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  unknown. 

1.59  a.  m.,     Patrol  in  service,  one  hour. 
Box  85.        Covers  spread,  three. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  86,000.     Loss  paid,  8250. 

Insurance  on  contents,  81  > 250.     Loss  paid,  8387.55. 
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Thursday,  Corner  of  Spear  and  Howard  streets.     Old  straw  in  lot,  burning. 

7th,  Needless  alarm. 

4  p.  m.,  Patrol  in  service  twenty-five  minutes. 

Box  39.  Responded  to  by  Station  No.  1. 

Saturday,  Needless  alarm. 

9th,  Patrol  in  service  thirty-five  minutes. 

2.15  P.  M.,  Responded  to  by  Station  No.  2. 
Box  173. 

Saturday,      No.  217  Market  street.     Two-story  frame  building. 

9th,  Cause  of  fire,  pipe  smoking. 

5.9  P.  M.,      Patrol  in  service  thirty-five  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  1. 

Fire  extinguished  by  Patrol. 

Extinguishers  used,  one. 

No  damage. 

Sunday,        Priest  street,  off  Clay  street.     Two-story  frame  building. 
10th,  Cause  of  fire,  unknown. 

3.26  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  12S.       Responded  to  by  Station  No.  1. 

No  insurance.     Estimated  loss,  $1,000. 

Sunday,        No.  739  Golden  Gate  avenue.     Two-story  frame  stable. 
10th,  Cause  of  fire,  carelessness  with  matches. 

11.19  p.  M.,     Patrol  in  service  forty-five  minutes. 
Box  92.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $3,000.      Loss  paid,  $30. 
Insurance  on  contents,  $700.     Loss  paid,  $50.  • 

Monday,       No.  1428  Mission  street.     Brewery  yard. 

11th,  Cause  of  fire,  over-heated  furnace  under  tar-kettle. 

10.59  a.m.,     Patrol  in  service  twenty-five  minntes. 
Box  71.        Responded  to  by  Station  No.  2. 
Loss,  $10. 


Monday, 

11th, 
11.29  a.m. 
Box  163. 


Needless  alarm. 

Patrol  in  service  forty  minutes. 

Responded  to  by  Station  No.  2. 


Tuesday, 

12th, 

2.29  p.  m. 

Box  142. 


Needless  alarm. 

Patrol  in  service  thirty-five  minutes. 

Responded  to  by  Station  No.  2. 
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Thursday,      Nos.  139  to  143  Beale  street.    One  and  two-story  frame  buildings. 

14th,  Cause  of  fire  defective  blacksmith's  forge. 

7.32  p.  m.,     Patrol  in  service  thirty- five  minutes. 
Box  39.        Covers  spread,  five. 

Extinguishers  used,  one. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  $  1,000.     Loss  paid,  $50. 

Insurance  on  contents,  $500.     Loss  paid,  $100. 

Loss  on  contents  not  insured,  $150. 

Friday,  Needless  alarm. 

15th,  Patrol  in  service  twenty -five  minutes. 

6.56  P.  m.,  Responded  to  by  Station  No.  2. 
Box  87. 

Sunday,        South-east  corner  Geary  and  Larkin  streets.     One  and  two-story 
17th,  frame  buildings. 

8.34  a.  M.,     Cause  of  fire,  wooden  ash  barrel. 
Box  137.       Patrol  in  service  fifty  minutes. 
Covers  spread,  one. 
Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  none.     Estimated  loss,  $125. 
Insurance  on  contents,  SI, 525.     Loss  paid,  $8. 

Sunday,       No.  238  Fremont  street.     Two-story  frame  dwelling. 
17th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

10. 10  p.  m.,     Patrol  in  service  thirty  minutes. 
Box  58.        Responded  to  by  Station  No.  1 . 

Insurance  on  buildings,  $950.     Loss  paid,  $25. 
.  Insurance  on  contents,  none.     Estimated  loss,  $30. 

Tuesday,       West  Mission  street.     Two-story  frame  buildings  and  wood  and 

19th,  coal  yard. 

11.38  p.  M.,     Cause  of  fire,  unknown. 
Box  71.        Patrol  in  service  one  hour  and  thirty  minutes. 
Covers  spread,  eleven. 
Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $1,300.     Loss  paid,  $692.50. 
Insurance  on  contents,  $600.     Loss  paid,  $205. 
Loss  on  property  not  insured,  $1,475. 


Thursday,       Mission  street  wharf.     Bark  "  Helen  W.  Almy." 

21st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.24  P.   m.,     Patrol  in  service  twenty-five  minutes. 
Box  34.        Responded  to  by  Station  No.  1. 

Insured.     No  claim.     Estimated  loss,  $300. 
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Saturday,      Nos.  613  and  613£  Stockton  street.     Three-story  frame  buildings 

23d,  Cause  of  fire,  carelessness  with  candle. 

9.34  P.  M.,     Patrol  in  service  one  hour. 
Box  29  and     Covers  spread,  nine. 
A.  ~D.  T.       Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $7,000.     Loss  paid,  $555. 
Insurance  on  contents,  $800.     Loss  paid,  $150. 
Loss  on  property  not  insured,  $620. 


Monday,       No.  1006  Clay  street.     Four-story  frame  building. 
25th,  Cause  of  fire,  defective  stove-pipe. 

5.12  p.   M.,     Patrol  in  service  thirty-five  minutes. 
Box  24.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $4,000.     Loss  paid,  $20. 
Insurance  on  contents,  none.     Estimated  loss,  $5. 


Tuesday,       No.  23  Ellis  street.     Two-story  and  basement  frame  dwelling. 

26th,  Cause  of  fire,  sparks  from  chimney. 

11.20  P.  M.,     Patrol  in  service  forty-five  minutes. 
Box  47.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $556.     Loss  paid,  $15. 
Insurance  on  contents,  $600.     No  damage. 


Thursday,      No.  403  Spear  street.     Two-story  frame  building. 

28th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8. 12  p.   M.,     Covers  spread,  two. 
Box  36.        Patrol  in  service  forty-five  minutes. 
Responded  to  by  Station  No.  1 . 
Insurance  on  building,  $550.     Loss  paid,  $129. 
Insurance  on  contents,  $1,100.     Loss  paid,  $200. 

Friday,  Needless  alarm. 

29th,  Patrol  in  service  twenty  minutes. 

7  .  2  p.  m.,  Responded  to  by  Station  No.  2. 
Box  65. 

Saturday,      Alabama  street,  between  Twenty-fourth  and  Twenty-fifth  sti-eets. 

30th,  Two-story  frame  dwelling,  stable  and  church. 

5.22  a.   m.,     Cause  of  fire,  unknown. 
Box  234.       Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $7,000.     Loss  paid,  $247. 

Insurance  on  contents,  none. 

Loss  on  property  not  insured,  $450. 
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Sunday,        No.  414  Golden  Gate  avenue.     Two-story  frame  dwelling. 

31st,  Cause  of  fire,  children  playing  with  matches. 

11.37  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  91.        Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $5,000.     Loss  paid,  $16. 
Insurance  on  contents,  $5,500.     Loss  paid,  $120.50. 


AUGUST. 


"Wednesday,   No.  13S  Third  street.  .   One-story  frame  building. 

3d,  Cause  of  fire,  unknown. 

1.34  a.   m.,     Patrol  in  service  one  hour  and  thirty  minutes. 
Box  61.        Fire  extinguished  by  Patrol. 
Extinguishers  used,  two. 
Responded  to  by  Station  No.  I . 

Insurance  on  building,  none.     Estimated  loss,  $150. 
Insurance  on  contents,  $2,500.     Loss  paid,  $693.50. 


Friday,        North-east   corner   of    Howard    and    Spear   streets.     Two-story 
5th,  frame  buildings. 

3.39  p.   m.,     Cause  of  fire,  supposed  children  playing  with  matches. 
Box  39.        Covers  spread,  nine. 

Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $1,750.     Loss  paid,  $400. 
Insurance  on  contents,  $1,650.     Loss  paid,  $145. 
Loss  on  property  not  insured,  $365. 

Sunday,       Corner  of  Yuba  and  Nebraska  streets.     Two-story  frame  building. 
7th,  Cause  of  fire,  unknown. 

2.48  p.   m.,     Responded  to  by  the  "  Captain  " — in  service  one  hour  and  thirty 
Box  281.  minutes. 

Insurance  on  building,  $1,300.     Loss  paid,  $462.50. 
Insurance  on  contents,  $400.     Loss  paid,  $149. 
Loss  on  property  not  insured,  $100. 

Wednesday,   Nos.  75  and  77  Brady  street.     One-story  frame  buildings. 

10th,  Cause  of  lire,  explosion  of  coal-oil  lamp. 

8.31  P.  M.,     Patrol  in  service  forty  minutes. 
Box  84.        Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $900.     Loss  paid,  $255. 
Insurance  on  contents,  $300.     Loss  paid,  $155. 
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Friday,         No.  4  Eddy  place.     Two-story  frame  dwelling. 
12th,  Cause  of  fire,  unknown. 

12.17  a.m.,     Patrol  in  service  forty-five  minutes. 
Box  47.        Eesponded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $375.     Loss  paid,  $40. 
Insurance  on  contents,  $500.     Loss  paid,  $60. 


Saturday,      South-east  corner  of  Sacramento  and  Sansome  streets. 

13th,  story  brick  building. 

7.35  A.  m.,     Cause  of  lire,  carelessness  with  gas-light. 
A.  D.  T.       Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  1. 
No  loss. 


Four- 


Monday,  North-east  corner  of  Eddy  and   Polk  streets.     One-story  frame 
15th,  church  and  two-story  frame  buildings. 

4.5  P.  m.,  Cause  of  fire,  unknown. 

Still,  Covers  spread,  nine. 

4.18  P.  M.,  Patrol  in  service  three  hours. 
A.  D.  T.,  Responded  to  by  Station  No.  2. 

4.19  p.m.,  Insurance  on  buildings,  $7,733.33.     Loss  paid,  $4,714. 
Box  94.  Insurance  on  contents,  $1,700.     Loss  paid,  $1,400. 

Loss  on  property  not  insured,  $2,185. 


Monday,       No.  423  Clay  street.     Two-story  brick  building. 
15th,  Cause  of  fire,  carelessness  with  benzine. 

9.25  P.  m.,     Patrol  in  service  twenty  minutes. 
Box  26.        Responded  to  by  Station  No.  1. 
No  loss  on  building. 
Estimated  loss  on  contents,  $10. 


Tuesday,      No.  38  First  street.     Two-story  frame  dwelling. 
16th,  Cause  of  fire,  children  playing  with  matches. 

3. 17  P.   m.,     Patrol  in  service  fifteen  minutes. 
Still.  Responded  to  by  Station  No.  1 . 

Insurance  on  dwelling,  none.     Estimated  loss,  $10. 
No  loss  on  contents. 


Tuesday,  Nos.  210  to  214  Main  street.     One,  two  and  three-story  frame 
16th,  buildings. 

6.58  P.   M.,  Cause  of  fire,  unknown. 

A.  D.  T.,  Patrol  in  service  two  hours. 

6.59  p.  m.,  Responded  to  by  Station  No.  1. 
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Box  39  and     Insurance  on  buildings,  $700.    Loss  paid,  $700. 
A.  D.  T.       Insurance  on  contents,  $3,800.     Loss  paid,  $3,800. 
Loss  on  property  not  insured,  $9,300. 


Tuesday,      No.  1121  Bush  street.     Two-story  frame  building. 
16th,  Cause  of  fire,  unknown. 

8.40  P.   M.,     Patrol  in  service  twenty  minutes. 
A.  D.  T.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  $5,000.     Loss  paid,  $133. 
Insurance  on  contents,  $8,000.     Loss  paid,  210. 


Tuesday,       No.  236  Langton  street.     Two-story  frame  dwelling. 
16th,  Cause  of  fire,  defective  chimney. 

9.2  P.  m.  ,     Patrol  in  service  forty  minutes. 
Box  153.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $500.     Loss  paid,  $20. 
No  loss  on  contents. 


Thursday,      Nos.  3009  to  3015  Sixteenth  street.     Three  and  two-story  frame 

18th,  buildings. 

4.20  a.  m.,     Cause  of  fire,  defective  dry-room  in  laundry. 
Box  74.        Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  buildings,  $1,965.     Loss  paid,  1,600. 
Insurance  on  contents,  $4,250.     Loss  paid,  1,025. 
Loss  on  property  not  insured,  $30. 


Saturday,      Nos.  2308  and  2310  Mason  street.     Two-story  frame  buildings. 

20th,  Cause  of  fire,  unknown. 

8. 10  p.   m.,     Covers  spread,  one. 
Box  194.       Patrol  in  service  forty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $1,500.     Loss  paid,  $200. 
Insurance  on  contents,  none. 
Loss  on  property  not  insured,  $100. 


Sunday, 

2 1  st, 

7.45  p.   m. 

Still. 


Nos.  229  to  233  First  street.     Three-story  frame  building. 

Cause  of  fire,  ashes  in  wooden  box. 

Patrol  in  service  thirty-five  minutes. 

Responded  to  by  Station  No.  1 . 

Insurance  on  building,  $600.     Loss  paid,  $125. 

Insurance  on  contents,  none.     Estimated  loss,  $25. 


[     50     ] 

Monday,       Nos.  917  to  921,  in  rear  of  Dupont  street,    (Ross  alley). 
22d,  story  brick  buildings. 

4.9  a.   m.,     Cause  of  fire,  defective  Chinese  range. 
Box  25.        Covers  spread,  twenty-nine. 
Patrol  in  service  three  hours. 
Eesponded  to  by  Station  No.   1. 
Insurance  on  buildings,  $8,000. 
Insurance  on  contents,  $4,300. 


Three- 


Loss  paid,  $3,470.25. 
Loss  paid,  $1,855. 


Loss  on  property  not  insured,  $3,550. 

Monday,  No.  446  Natoma  street. 

22d,  Needless  alarm. 

5.3  p.   m.,  Patrol  in  service  twenty  minutes. 

Box  64.  Responded  to  by  Station  No.  2. 

Monday,       Twenty-ninth  street,  between  Church  and  Sanchez  streets.     Two- 
22d,  story  frame  building. 

11.36  P.  M.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  236.       Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  $1,000.     Loss  paid,  $802.50. 
Insurance  on  contents,  none.     Estimated  loss,  $300. 
Loss  on  property  not  insured,  $800. 

Thursday,  North-east  corner  of  Dupont  and  Jackson  streets. 

25th,  Needless  alarm. 

4  .  5  P.  M.,  Patrol  in  service  twenty-five  minutes. 

Box  25.  Responded  to  by  Station  No.  1. 

Thursday,      No.  2020  Polk  street.     One-story  frame  building. 

25th,  Cause  of  fire,  sparks  from  chimney. 

9.46  P.  M.,     Patrol  in  service  fifty  minutes. 
Box  127.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  none.     Estimated  loss,  $300. 
Insurance  on  contents,  none.     Estimated  loss,  $50. 

Saturday,  False  alarm. 

27th,  Patrol  in  service  twenty-five  minutes. 

7.29  A.   m.,  Responded  to  by  Station  No.  1. 
Box  41. 


Saturday,      No.  42  Ecker  street.     Two-story  frame  building 

27th,  Cause  of  fire,  unknown. 

11. 19  P.  m.,     Covers  spread,  seven. 
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Box  261  and   Extinguishers  used,  one. 
Still.  Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1 . 

Insurance  on  building,  $600.     Loss  paid,  $300. 

Insurance  on  contents,  81,000.     Loss  paid,  $81. 

Monday,       Nos.  207  and  209  Sutter  street.     Four-story  brick  building. 
29th,  Cause  of  fire,  unknown. 

12.17  p.m.,     Covers  spread,  fifty-two. 

Box  46  and     Patrol  in  service  two  hours  and  thirty  minutes. 
A.  D.  T.        Responded  to  by  Stations  Nos.  1  and  2  (two  wagons). 
Insurance  on  building,  $22,500.     Loss  paid,  $750. 
Insurance  on  contents,  $125,000.     Loss  paid,  $12,250. 

Tuesday,       Nos.  406  and  408  Battery  street.     Two-story  brick  building. 
30th,  Cause  of  fire,  carelessness  with  cigar. 

2.49  a.  m.  ,     Patrol  in  service  fifty  minutes. 
Box  26.         Fire  extinguished  by  Patrol. 

Responded  to  by  Station  No.  1. 

No  loss  on  buildiug. 

Insurance  on  contents,  $15,000.     Loss  paid,  $300. 

Wednesday,   In  rear  of  No.  417  Mason  street.     Three-story  frame  building. 

31st,  Cause  of  tire,  sparks  from  chimney. 

2.9a.   m.,     Patrol  in  service  forty-five  minutes. 
Box  42.        Responded  to  by  Station  No.  1 . 

Insurance  on  building,  $3,400.     Loss  paid,  $47. 
No  los.s  mi  contents. 


SEPTEMBER. 


Thursday,      Yolo   street,    between  Yuba  and   Alabama  streets.     One-story 

1st,  frame  stable. 

11.35  a.m.,     Cause  of  fire,  unknown. 

Box  281.       Responded  to  by  the  Captain,  in  service  one  hour. 
No  insurance.     Estimated  loss,  $500. 


Friday,         No.  313  Seventh  street.     Three-story  frame  building. 
2d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

i\44  p.  m.,     Patrol  in  service  forty-five  minutes. 
Box  153.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,500.      Loss  paid,  $25. 
Insurance  on  contents,  $1,000.      Loss  paid,  3100. 
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Friday,  No.  501  Geary  street. 

2d,  Needless  alarm. 

7.56  P.  M.,  Patrol  in  service  twenty  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1. 

Monday,       No.  515  Market  street.     Three-story  brick  building. 
5th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

9.34  a.   m.,     Patrol  in  service  forty-five  minutes. 

Still.  Fire  extinguished  by  Patrol.     Extinguishers  used,  one. 

Responded  to  by  Station  No.  1. 
Insurance  on  building,  none. 
Insurance  on  contents,  $6,500.     Loss  paid,  none. 
Loss  on  property  not  insured,  $50. 

Tuesday,  North-east  corner  of  Geary  and  Stockton  streets.     Three-story 
6th,  brick  building. 

7.13  P.  M.,  Cause  of  fire,  explosion  of  chemicals. 
Box  48.  Patrol  in  service  one  hour. . 

Responded  to  by  Station  No.  1. 
Insurance  on  building,  $12,000.     Loss  paid,  $400. 
Insurance  on  contents,  $6,000.     Loss  paid,  $6,000. 
Loss  on  property  not  insured,  $3,000. 

Wednesday,  No.  1125  Twenty-fifth  street.     One-story  frame  dwelling. 

7th,  Cause  of  fire,  defective  chimney. 

1.2a.   m.,     Patrol  in  service  one  hour. 
Box  142.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  $750.     Loss  paid,  $400. 
Insurance  on  contents,  none.     Estimated  loss,  $150. 

Wednesday,  Eldorado  and  Utah  streets.     One-story  frame  building. 

7th,  Cause  of  fire,  defective  stove-pipe. 

7.16  P.   M.,     Patrol  in  service  one  hour. 
Box  23S.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  $800.     Loss  paid,  $320.06. 
Insurance  on  contents,  $550.     Loss  paid,  $262.80. 

Thursday,  Needless  alarm,  corner  Stevenson  and  First  streets. 

8th,  Boiling  over  of  asphaltum  kettle  in  street. 

4.14  p.   m.,  Patrol  in  service  twenty  minutes. 
Box  37.  Responded  to  by  Station  No.  1. 

Friday,  North-east  corner  of  Leavenworth  and  McAllister  streets. 

9th,  Needless  alarm. 

11.1a.   m.,  Patrol  in  service  thirty-five  minutes. 

Box  75.  Responded  to  by  Station  No.  2. 
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Friday,         No.  129  Welch  street.     Two-story  frame  building. 
9th,  Cause  of  fire,  defective  chimney. 

1.56  p.   M.,     Covers  spread,  five. 
Box  68.         Patrol  in  service  forty-five  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $1,250     Loss  paid,  $79. 
Insurance  on  contents,  none.     Estimated  loss,  $15. 

Tuesday,       Rear  of  2011  Dupont  street.     Three-story  frame  dwelling. 
13th,  Cause  of  fire,  sparks  from  chimney. 

2  .  7  P.    m.,     Patrol  in  service  forty-five  minutes. 
Box  194.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  $500.     Loss  paid,  $30. 
No  loss  on  the  contents. 

Wednesday,  No.  819  Washington  street.     Three-story  brick  building. 

14th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

12.2  A.   M.,     Covers  spread,  four. 
Box  25.        Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $5,000.     Loss  paid,  $25. 
Insurance  on  contents,  $3,450.     Loss  paid,  none. 
Loss  on  property  not  insured,  $150. 

Sunday,        Nos.  411  and  413  Commercial  street.    Three-story  brick  building. 
18th,  Cause  of  fire,  defective  Chinese  range. 

6  .  58  P.  m.,     Patrol  in  service  fifty  minutes. 
Box  26.        Covers  spread,  four. 

Responded  to  by  Station  No.  1. 
Insurance  on  building,  $5,500.     Loss  paid,  none. 
Insurance  on  contents,  $8,S00.     Loss  paid,  $40. 
Loss  on  property  not  insured,  $125. 

Sunday,        Nos.  801  to  807   Larkin  street  and  808  O'Farrell  street.     Three- 
18th,  story  frame  buildings. 

10.  17p.  m.,     Cause  of  fire,  unknown. 
Box  139.       Covers  spread,  five. 

Patrol  in  service  one  hour  and  forty-five  minutes. 
Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $5,500.     Loss  paid,  $872.85. 
Insurance  on  contents,  $5,100.     Loss  paid,  $3,028. 

Tuesday,       No.  735  Mission  street.     Three-story  brick  building. 
20th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

6.55  p.  M.,     Patrol  in  service  forty-five  minutes. 
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Box  62.        Extinguishers  used,  two.     Fire  extinguished,  by  Patrol. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $5,000.      Loss  paid,  $250. 
Insurance  on  contents,  none.     Esiimated  loss,  $200. 


Tuesday,       Sullivan  alley,  off  Dupont  street.     Three-story  brick  building. 

20th,  Cause  of  lire,  explosion  of  coal-oil  lamp. 

7.  P.  M. ,        Patrol  in  service  fifty  minutes. 
Box  25  and     Responded  to  by  Station  No.  1. 
A.  D.  T.       Insurance  on  building,  $2,500.     No  claim. 
Insurance  on  contents,  $900.     No  claim. 
Loss  on  property  not  insured,  $150. 

Wednesday,    South-west   corner   of  Powell  and  Sutter  streets.     Three-story 

21st,  frame  building. 

12.9  a.  m.,     Cause  of  fire,  carelessness  with  matches. 
Box  49  and     Patrol  in  service  one  hour  and  thirty  minutes. 
A.  D.  T.       Covers  spread,  three. 

Responded  to  by  Station  No.  1 . 

Insurance  on  building,  $1,800.     Loss  paid,  $135. 

Insurance  on  contents,  $8,950.     Loss  paid,  $125. 


Thursday,      No.  630  Market  street.     One-story  frame  building. 

22d,  Cause  of  lire,  defective  range. 

9.53  a.  m.,     Patrol  in  service  thirty-five  minutes. 
Box  48.        Responded  to  by  Station  No.  1 . 

Insurance  on  building,  none.     Estimated  loss,  $10. 
No  loss  on  contents. 


Thursday,      Nos.    937  and  939  Folsoni  street.     Two  and  three-story  frame 

22d,  buildings. 

3.41  p.   M.,     Cause  of  fire,  defective  chimney. 
Box  158.       Covers  spread,  ten. 

Patrol  in  service  one  hour  and  thirty  minutes. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $1,500.     Loss  paid,  $125. 

Insurance  on  contents,  none. 

Loss  on  property  not  insured,  $515. 


Sunday,        North-east    corner   of  Townsend    and  Third  streets.     One-story 
25th,  brick  warehouse. 

17.4  a.  m.,     Cause  of  fire,  supposed  spontaneous  combustion. 


[ 


Box  156.       Covers  spread,  one  hundred  and  forty. 
Patrol  in  service  seven  hours. 
Responded  to  by  Station  No.  1 . 
Insurance  on  buildings,  $5,000.     Loss  paid,  $2,500. 
Insurance  on  contents,  $237,300.     Loss  paid,  $39,7S1.97. 
Loss  on  property  not  insured,  $1 9,626. 86. 

Wednesday,  Rear  of  429-431  Green  street.     Two-story  frame  dwelling. 

2Sth,  Cause  of  fire,  wooden  ash-barrel. 

3.56  P.  M.,     Covers  spread,  two. 

Box  9.         Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,000.     Loss  paid,  $150. 

Insurance  on  contents,  none.     Estimated  loss,  $60. 

Thursday,      Rear  of  2515  and  2517  Post  street.     One-story  frame  stables. 

29th,  Cause  of  fire,  children  playing  with  matches. 

10.1  a.  m.,     Responded  to  by  the  "Captain" — in  service  fifty  minutes. 
Box  326.       Insurance  on  stables,  $325.     Loss  paid,  $325. 
Insurance  on  contents,  $75.     Loss  paid,  $57. 
Loss  on  property  not  insured,  $575. 

Thursday,  False  alarm. 

29th,  Patrol  in  service  twenty-five  minutes. 

8.39  p.  M.,  Responded  to  by  Station  No.  1. 
Box  31. 

OCTOBER. 


Saturday,      No.   1601   Gough  street.     Fire  in  wooden  ash-barrel 

1st,  frame  dwelling. 

1.19  A.  m.,     Patrol  in  service,  thirty-five  minutes. 
Box  241.        Responded  to  by  Station  No.  2. 
No  insurance.     Loss  to  fence,  $5. 


rear  of 


Saturday.      Front  street,  (opposite  Fish  Market. )    Fire  under  plank  sidewalk. 

1st,  Cause  of  fire,  carelessness  with  cigar. 

1.25  p.   m.,     Patrol  in  service  twenty-five  minutes. 
Box  5.         Responded  to  by  Station  No.   1. 
Loss,  $5. 


Monday, 

3d, 

7.12  p.  m. 

Box  16. 


Needless  alarm. 

Patrol  in  service  forty  minutes. 

Responded  to  by  Station  No.  1. 
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Monday,       No.  1818  Dupont  street.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.27  P.   m.,     Patrol  in  service,  forty-five  minutes. 
Box  3.         Responded  to  by  Station  No.  1. 

No  insurance.     Estimated  loss,  $25. 

Thursday,       Nos.  730  to  73S  Pacific  street.     Two-story  frame  and  three-story 

6th,  brick  buildings. 

10.57  p.  m.,     Cause  of  tire,  defective  Chinese  range. 
Box  14.        Patrol  in  service  one  hour  and  thirty  minutes. 
Covers  spread,  nine. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $9,500.     Loss  paid,  $420. 
Insurance  on  contents,  $15,300.     Loss  paid,  $315. 
Loss  on  property  not  insured,  $350. 

Friday,      ^  No.  10  Franklin  street.     Two-story  and  basement  frame  building. 
7th,  Cause  of  fire,  over-heated  stove  in  basement. 

7.59  P.  M.,     Patrol  in  service  forty-five  minutes. 
Box  86  and     Responded  to  by  Station  No.  2. 

Still.  Insurance  on  building,  $1,000.     Loss  paid,  $40. 

Insurance  on  contents,  none.     Loss,  $50. 

Sunday,        No.  618  East  street.     One-story  frame  coal  shed. 
9th,  Cause  of  fire,  spontaneous  combustion  in  coal. 

3.23  a.  M.,     Patrol  in  service  forty  minutes. 
Box  19.         Responded  to  by  Station  No.  1. 
Insurance,  non<2.     Loss,  $200. 


Sunday, 

9th, 
6.3  p.  m., 
A.  D.  T. 


False  alarm. 

Patrol  in  service  twenty-five  minutes. 

Responded  to  by  Station  No.   1. 


Sunday,        No.  1323  Dupont  street.     Three-story  frame  dwelling. 
9th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

6.19  P.   M.,     Patrol  in  service  forty  minutes. 
Box  9.         Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Loss  $25. 
Insurance  on  contents,  none.     Loss,  $50. 


Tuesday,      North-east  corner  of  Jackson  and  Kearny  streets. 
11th,  brick  building. 

6.35  P.    m.,     Cause  of  fire,  explosion  of   coal-oil  lamp. 


Three-story 
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Box  17.        Covers  spread,  eight. 

Patrol  in  service  one  hour. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $14,000. 
Insurance  on  contents,  $1,000. 


Loss  paid,  $85. 
Loss  paid,  $50. 


Wednesday,   Nos  29  to  39  Pacific  street.     Two  story  frame  buildings. 

12th,  Cause  of  fire,  defective  chimney. 

2.54  p.    M.,     Covers  spread,  fifteen. 
Box  19.        Patrol  in  service  two  hours. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $2,300.     Loss  paid,  $170. 

Insurance  on  contents,  none. 

Loss  on  property  not  insured,  $1,525. 


Thursday, 

13th, 

2.47  a.  m. 

Box  19. 


Needless  alarm,  re-kindling  former  fire. 
Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  1. 


Thursday,      North-west   corner   of    Howard   and   Spear   streets.     California 

13th,  Planing  Mill. 

8.34  a.  M.,     Cause  of  fire,  sparks  from  chimney. 
Box  39.        Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  1. 
Loss,  10. 

Thursday,      No.  114  Montgomery  avenue.     One-story  frame  building. 

13th.  Cause  of  fire,  carelessness  with  cigar. 

11.45  a.  m.,     Patrol  in  service  twenty-five  minutes. 
Box  17.         Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Loss,  $25. 
No  loss  on  contents- 


Thursday,  Howard  and  Spear  streets,  and  Nos.  133  and    135  Main  and  212 
13th,  Stewart  street.     Two-story  frame  mills,  factories  and  dwell- 

3.25  p.  m.,  ings. 

3.35  P.  M. ,  Cause  of  fire,  unknown. 

3.48  P.  M.,  Covers  spread,  two. 

Boxes  39  Patrol  in  service  five  hours, 

and  36.,  Responded  to  by  Station  No.  1. 

2d  alarm  Insurance  on  buildings,  $26,350.33     Loss  paid,  $10,786.46. 

on  39.  Insurance  on  contents.  $108,562.10.     Loss  paid,  $39,174.68. 
Loss  on  property  not  insured,  $69,462.53. 
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Thursday,  No.  7  Frederick  street. 

13th,  Needless  alarm. 

5.5  p.    m.,  Patrol  in  service  twenty-five  minutes. 

Box  56.  Responded  to  by  Station  No.  1. 


Thursday,       Nos.  1905-1911  Dupont  street.     Two-story  frame  dwellings. 

13th,  Cause  of  fire,  unknown. 

10.51  p.  M.,     Covers  spread,  five. 
Box  194.        Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $4,200.     Loss  paid,  $1,255. 

No  insurance  on  contents. 

Loss  on  property  not  insured,  $450. 

Friday,  Nos.  147  to  153  Fourth  street.     Two-story  frame  buildings. 

14th,  Cause  of  fire,  explosion  of  gasoline. 

11.1  A.  m.,     Covers  spread,  twenty. 
Box  62.         Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $8,000.     Loss  paid,  $2,100. 
Insurance  on  contents,  $9,600.      Loss  paid,  $1,203.50. 
Loss  on  property  not  insured,  $1,010. 

Saturday,      Nos.  304  to  316  Pacific  street.     Two  and  three-story  frame  build- 

15th,  ings. 

12.51  A.  m.,     Cause  of  fire,  unknown. 
Box  13.        Covers  spread,  four. 

Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $3,000.     Loss  paid,  $957. 
Insurance  on  contents,  $2,500.     Loss  paid,  $875. 
Loss  on  property  not  insured,  $325. 


Saturday,  Rekindling  of  fire  at  Nos.  304  to  316  Pacific  street. 

15th,  Patrol  in  service  twenty-five  minutes. 

6.11a.  m.,  Responded  to  by  Station  No.  1.  • 

Box  13. 

Saturday,  Nos.  1003  Powell  street.     Three-story  frame  building. 

15th,  Cause  of  fire,  children  playing  with  matches. 

10.20  a.  m.,  Patrol  in  service  fifty  minutes. 

Box  24.  Responded  to  by  Station  No.  1. 

Insurance  on  building,  $4,000.     Loss  paid,  $6. 
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Sunday,        No.  34  Hawthorne  street.     Two-story  frame  building. 
16th,  Cause  of  fire,  tramps  smoking  pipe. 

5.36  A.  M.,     Patrol  in  service  forty  minutes. 
Box  67.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $3,000.     Loss  paid,  $840. 
Unoccupied. 


Sunday,        Nos.  21   to  27  Spear  street,  24  and  26  Stewart,  and  27  Market 

16th,  streets. 

3.4  p.  m.,       One  and  two-story  frame  barn  and  buildings. 
Box  34  and     Cause  of  fire,  supposed  pipe  smoking. 
A.  D.  T.       Patrol  in  service  four  hours. 

Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  $1,250.     Loss  paid,  $1,250. 
Insurance  on  contents,  $15,341.     Loss  paid,  $9,200. 
Loss  on  property  not  insured,  $425. 

Sunday,  Pier  No.  22  Stewart  street. 

16th,  Needless  alarm. 

4.49  p.   M.,  Patrol  in  service  twenty  minutes. 

Box  36.  Responded  to  by  Station  No.  1. 


Tuesday,  Ash  avenue.     One-story  frame  stable. 

18th.  Cause  of  fire,  carelessness  with  pipe. 

5.49  a.  M.,  Patrol  in  service  one  hour. 

Box  173.  Responded  to  by  Station  No.  2. 

Tuesday,  False  alarm. 

18th,  Patrol  in  service  twenty  minutes. 

5.56  a.  M.,  Responded  to  by  Station  No.  1. 
Box  351. 

Tuesday,  Henderson  avenue.     Two-story  frame  stable. 

18th,  Cause  af  tire,  supposed  children  playing  with  matches. 

5.1  P.   M.,  Responded  to  by  the  "  Captain  " — in  service  two  hours. 

Box  326.  Insurance  on  building,  $300.     Loss  paid,  $300. 
Insurance  on  contents,  $500.     Loss  paid,  $500. 


Wednesday,   No.  407  Leavenworth  street. 

19th,  Needless  alarm. 

5.56  p.  M.,     Patrol  in  service  fifty  minutes. 
Box  139.       Responded  to  by  Station  No.  2. 
No  loss. 
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Wednesday,    Nos.  3009  and  3011  Sixteenth  street.     Three-story  frame  laundry 

19th,  building. 

7.35  p.   M.,     Cause  of  fire,  defective  dry  room. 
Box  74.        Patrol  in  service  fifty  minutes. 
Responded  to  by  Station  No  2. 
Insurance  on  building,  $3,350.      Loss  paid,  $30. 
Insurance  on  contents,  $2,000.     No  claim. 

Friday,         South  side  of  Twenty-fifth,  between  Dolores  and  Church  streets. 
21st  Two-story  frame  dwelling. 

5.30  p.  M.,     Cause  of  fire,  defective  chimney. 
Box  274.       Covers  spread,  four. 

Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $2,000.     Loss  paid,  $1,250. 

Insurance  on  contents,  $500.     Loss  paid,  $59. 

Loss  on  property  not  insured,  $250. 

Sunday,        Eighth  street,  between  Harrison  and  Bryant  streets.     One-story 
23d,  frame  engine-house  and  two-story  frame  buildings. 

5.39  p.   M. ,     Cause  of  fire,  supposed  pipe  smoking. 
Box  153.       Covers  spread,  five. 

Patrol  in  service  two  hours. 

Responded  to  by  Station  No.  2. 

Insurance  on  buildings,  $8,800.     Loss  paid,  $2,338. 

Insurance  on  contents,  $17,000.     Loss,  $17,000. 

Loss  on  property  not  insured,  $14,081.63. 

Monday,       No.  642  Jackson  street.     Two-story  brick  building. 
24th,  Cause  of  fire,  carelessness  with  candle. 

6.22  p.   M.,     Covers  spread,  fifteen. 

Box  17.        Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  1 . 
Insurance  on  buildings,  $3,000.      Loss  paid,  $160. 
Insurance  on  contents,  $7,000.      Loss  paid,  $335. 

Tuesday,  South-west  corner  of  Montgomery  and  Clay  streets. 

25th,  Alarm  given  for  smoke  issuing  from  window. 

2.23  p.   m.,  Cause  of  smoke,  experimenting  with  acids. 
Box  27.  Patrol  in  service  twenty-five  minutes. 

Responded  to  by  Station  No.  1. 
Loss,  $5. 

Thursday,      Nos.  411  to  413  Bush  street.     Four-story  brick  building. 
27th,  Cause  of  fire,  carlessness  with  lamp. 
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5.38  p.   M. ,     Patrol  in  service  fifty  minutes. 
Box  46  and     Covers  spread,  six. 
A.  D.  T.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  $15,000.     Loss  paid,  $529.30. 

Loss  on  contents,  $250.     No  insurance. 

Friday,         No.  9.  Middle  street.     Two-story  frame  dwelling. 
28th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

10. 50  P.  M.,     Patrol  in  service  one  hour. 
Box' 213.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $2,000.     Loss  paid,  $800. 
Insurance  on  contents,  $200.     Loss  paid,  $200. 

Friday,         South-east   earner   Dolores   and  Thirteenth   streets.     One  story 
28th,  frame  building. 

11.55  p.  M.,     Cause  of  fire,  supposed  incendiary. 
Box  74.        Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  none.     Loss,  $1,500. 

No  insurance  on  contents.     Loss,  $500. 

Saturday,  Needless  alarm. 

29th,  Patrol  in  service  twenty  minutes. 

9.40  a.   m.  Responded  to  by  Station  No.  1. 
Box  48. 

Saturday,      Nos.  437  and  439  Stevenson  street.     One-story  brick  (gas-house), 

29th,  and  one-story  frame  dwelling. 

2.35  P.  M.,     Cause  of  fire,  explosion  of  gas. 
Box  95.        Covers  spread,  seven. 

Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  $1,500.     Loss  paid,  $170. 

Insurance  on  contents,  none. 

Loss  on  property  not  insured,  $5,000. 

Saturday,  Needless  alarm. 

29th,  Patrol  in  service  forty  minutes. 

5.41  p.   m.,  Responded  to  by  Station  No.  2. 
Box  78.  No  loss. 

Monday,  Needless  alarm. 

31st,  Tar-kettle  on  fire  on  Tehama  street. 

9.4  a.   m.,  Patrol  in  service  twenty-rive  minutes. 

Box  61.  Responded  to  by  Station  No.  1. 
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Monday,       No.  23  Sixth  street.     Two-story  frame  building. 
31st,  Cause  of  fire,  defective  chimney. 

2.45  p.  m.,     Patrol  in  service  forty  minutes. 
Still.  Responded  to  by  Station  No.  2. 

No  insurance.     Loss,  $15. 


NOVEMBER. 

Tuesday,  No.  1025  Vallejo  street.     Two-story  frame  dwelling. 

1st,  Cause  of  fire,  children  playing  with  matches. 

9.48  a.  m.,  Loss,  $100. 

Box  291.  Out  of  Patrol  district.     Did  not  respond. 

Tuesday,  No  410  Kearny  street. 

1st,  False  alarm. 

9. 15  P.  M.,  Patrol  in  service  twenty  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1. 

Wednesday,   South-east  corner  of  Howard  and  Fourth  streets.       Two-story 

2d,  frame  building. 

2.50  P.   M.,     Cause  of  fire,  defective  chimney. 
Box  62.         Covers  spread,  ten. 

Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,000.     Loss  paid,  $500. 

Insurance  on  contents,  $400.     Loss  paid,  $144.50. 

Loss  on  property  not  insured,  $100. 

Thursday,       Yuba  and  Nebraska  srreets.     Two-story   frame  dwelling,    stable 

3d,  and  brewery. 

5.22  a.    m.,     Cause  of  fire,  unknown. 

5.34  a.  m.,     Responded  to  by  the  "Captain  " — in  service  one  hour  and  thirty 
Box  281  &  minutes. 

2d  alarm.       Insurance  on  buildings,  $2,750.     Loss  paid,  $1,016. 

Insurance  on  contents,  $4,200.     Loss  paid,  $2,071.16. 
Loss  on  property  not  insured,  $4,619. 

Sunday,        No.  218  Second  street.     Two-story  brick  building. 
6th,  Cause  of  fire,  unknown.     Fire  discovered  in  closet. 

6.39  P.  M.,     Covers  spread,  six. 

Still.  Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  No.  1 . 
Insurance  on  building,  none. 

Insurance  on  contents,  $1,500.     Loss  paid,  $151.50. 
Loss  on  property  not  insured,  $26. 
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Monday,       No.  1313  Eddy  street.     Frame  dwelling. 
7th,  Cause  of  tire,  leaky  stove-pipe. 

4.51  p.   m.,     Needless  alarm. 
Box   173.        Patrol  in  service  forty  minutes. 
Responded  to  by  Station  No.  2. 

Wednesday,   No.  119  Haight  street.     Two-story  frame  building — City  College. 

9th,  Cause  of  fire,  sparks  from  tinker's  stove  on  roof. 

11.26  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  84.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $3,000.     Loss  paid,  $20. 

Thursday,  Foot  of  Battery  street. 

10th,  Needless  alarm. 

1.30  a.   m.,  Patrol  in  service  twenty -five  minutes. 

A.  D.  T.  Responded  to  by  Station  No.  1 . 

Thursday,  Foot  of  Battery  street. 

10th,  Needless  alarm. 

5.50  a.    m.,  Patrol  in  service  twenty-five  minutes. 

Box  4.  Responded  to  by  Station  No.  1. 

Thursday.       Rear  of  1821  Howard  street.     One-story  frame  stable. 

10th,  Cause  of  fire,  children  playing  with  matches. 

10.43  a.  m.  ,     Patrol  in  service  fifty  minutes. 
Box  146.       Responded  to  by  Station  No.  2. 

Insurance  on  building,  none.     Loss,  $400. 
Insurance  on  contents,  none.     Loss,  $100. 

Thursday,      No.  631  Harrison  street.     Two-story  frame  dwelling  and  stable. 

10th,  Cause  of  fire,  unknown. 

12. 7  P.   M.j     Patrol  in  service  forty-five  minutes. 
Box  67.        Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $1,500.     Loss  paid,  $40. 
Loss  on  property  not  insured,  $850. 

Saturday,      Nos.  412  to  416  Sacramento  street.     Three-story  brick  buildings. 

12th,  Cause  of  fire,  unknown. 

9.12  p.  m.,     Covei-s  spread,  ten. 
Box  31.        Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  buildings,  none. 
Insurance  on  contents,  $6,800.     Loss  paid,  $420. 
Loss  on  property  not  insured,  $250. 
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Monday,       Nos.  1234  and  1236  Dupont  street.     Two-story  frame  buildings. 
14th,  Cause  of  fire,  sparks  from  chimney. 

9.36  a.   m.,     Patrol  in  service  forty  minutes. 
Box  9.         Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $5,000.     Loss  paid,  $75. 
Insurance  on  contents,  $3,300.     No  loss. 

Monday,       No.  937  Guerrero  street.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  children  playing  with  matches. 

11.49  a.  m.,     Patrol  in  service  fifty  minutes. 
Box  237.        Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $1,900.     Loss  paid,  $45. 
Insurance  on  contents,  none.     Loss,  $50. 

Monday,       No.  26  Bartlett  alley.     Two-story  brick  building. 
14th.  Cause  of  fire,  unknown. 

10.52  p.m.,     Covers  spread,  twelve. 
Box  25.         Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $2,000.     Loss  paid,  $217. 
Insurance  on  contents,  $1,000.     Loss  paid,  $55. 
Loss  on  property  not  insured,  $100. 

Monday,  False  alarm. 

14th,  Patrol  in  service  twenty  minutes. 

11.2  P.  m.,  Responded  to  by  Station  No.  1. 
Box  13. 

Wednesday,   No.  817  Kearny  street.     Three-story  brick  building. 

16th,  Cause  of  fire,  carelessness  with  cigar. 

8.49  A.  M.,     Patrol  in  service  fifty  minutes. 
Box  17.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $3,000.     Loss  paid,  $25. 

Wednesday,   No.  2867  Sixteenth  street.     Two-story  frame  dwelling. 

16th,  Cause  of  fire,  defective  furnace. 

10.15  a.  m.,     Covers  spread,  one. 
Box  148.        Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  2. 

Insurance  on  building,  $20,000.     Loss  paid,  $119.90. 
No  insurance  on  contents.     Loss,  $100. 

Thursday,      Spear  street  wharf.     Frame  building. 

17th,  Cause  of  fire,  fumes  from  benzine. 

5.55  P.  M.,     Patrol  in  service  forty  minutes. 
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Box  36.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  .$1,000.     Loss  paid. 
Insurance  on  contents,  none.     Loss,  $500. 


•1600. 


Thursday,      Bryant  street,  between  Fifth  and  Sixth  streets. 

17th,  Two-story  frame  laundry. 

10. 10  p.  M. ,     Cause  of  lire,  defective  furnace. 
Box  154.       Patrol  in  service  forty-five  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  .$500.     Loss  paid,  $340. 
Insurance  on  contents,  $2,000.     Loss  paid,  $40. 

Sunday,        Webster  and  Vallejo  streets.     Frame  conservatory. 
20th,  Cause  of  fire,  defective  furnace. 

2.1  A.  M.,     Patrol  in  service  one  hour  and  thirty  minutes. 
Box  251.       Responded  to  by  the  "Captain." 

Iusurance  on  building,  none.     Loss,  $100. 
Insurance  on  contents,  none.     Loss,  $150. 

Sunday,        No.  2006  Bush  street.     Two-story  frame  dwelling. 

30th,  Cause  of  fire,  defective  grate. 

9.8  P.  m.        Patrol  in  service  one  hour  and  thirty  minutes. 
Box  178.        Responded  to  by  Station  No.  2. 

Insurance  on  building,  $3,000.     Loss  paid,  $200. 

Insurance  on  contents,  $2,200.     Loss  paid,  $25. 

Monday,       No  410  Minna  street.     Two-story  fx-ame  dwelling. 
21st,  Cause  of  fire,  children  playing  with  matches. 

3.27  p.  M.,     Patrol  in  service  forty-five  minutes. 
Box  65.        Responded  to  by  Station  No.  2. 

Insurance  en  building,  $1,000.     Loss  paid,  $35. 
Insurance  on  contents,  $1,000.     Loss  paid,  $40. 

Tuesday,       No.  1612  Polk  street.     Two-story  frame  dwelling. 
22d,  Cause  of  fire,  carelessness  with  candle. 

4.55  a.  M.,     Covers  spread,  four. 
Box  178.        Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  $1,800.     Loss  paid,  $400. 
Insurance  on  contents,  none.     Loss,  $500. 


Tuesday,       Nos.  723  to  727  Dupont  street.     Four-story  frame  buildings. 
22d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

5.47  p.  M.,     Covers  spread,  seven. 
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Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $10,000.     Loss  paid,  $25. 

Insurance  on  contents,  $13,000.     No  loss. 

Loss  on  property  not  insured,  $250. 


Thursday,  False  alarm. 

24th,  Patrol  in  service  fifty  minutes. 

10.48  A.  m.  Responded  to  by  Station  No.  1 
Box  81. 


Thursday,       No.  554  Bryant  street.     Two-story  frame  dwelling. 

24th,  Cause  of  fire,  children  playing  with  matches. 

3.30  P.   M.,     Covers  spread,  one. 
Box  69.        Patrol  in  service  fifty-five  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $2,000.     Loss  paid,  $(50. 
Insurance-on  contents,  none.     Loss,  $150. 


Thursday,       Utah  street,  between  Alabama  and  Alameda  streets.     Two-story 

24th,  frame  dwelling. 

9.24  p.   m.,     Cause  of  fire,  supposed  defective  chimney. 
Box  238.       Responded  to  by  the  "Captain  " — in  service  one  hour. 
Insurance  on  building,  $1,500.     Loss  paid,  $587. 
Insurance  on  contents,  $1,550.     Loss  paid,  $590. 


Friday,        South-west  corner  of   Second  and  Tehama  streets.     Two-story 
25th,  frame  building. 

I .  7  p.   m.,     Cause  of  fire,  pipe-smoking  in  bed. 
A.  D.  T.        Patrol  in  service  twenty-five  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  contents,  $1,200.     Loss,  |25.     No  claim. 


Sunday,        Nos.  237  First  street  and  19  Baldwin  Court 
27th,  dwellings. 

4.43  a.  m.,     Cause  of  fire,  unknown. 
Box  58.        Covers  spread,  one. 

Patrol  in  service  two  hours. 

Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $5,000.     Loss  paid,  $2,225. 

Insurance  on  contents,  $10,000.     Loss  paid,  $2,975. 

Loss  on  property  not  insured,  $225. 


Frame  foundry  and 
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Sunday,         No.  41  Third  street.     Two-story  frame  building. 
.  27th,  Cause  of  fire,  defective  chimney. 

5.16  p.  M.     Patrol  in  service  fifty  minutes. 
Box  48.        Responded  to  by  Station  No.  1. 

Insurance  on  building,  $1,800.     Loss  paid,  $56. 

Monday,       No.  413  Third  street.     One-story  frame  building. 
28th,  Cause  of  fire,  unknown. 

12.  10  a.  m.,     Patrol  in  service  forty  minutes. 
Still.  Responded  to  by  Station  No.  1. 

Insurance  on  building,  $300.     Loss  paid.  $10. 
Insurance  on  contents,  $500.     Loss  paid,  $15. 

Monday,  No.  518  Mission  street.     Two-story  frame  dwelling. 

28th,  Cause  of  fire,  carelessness  with  lamp. 

5.50  p.   m.,  Extinguishers  used,  two. 

5.55  p.   m.  ,  Patrol  in  service,  forty -five  minutes. 

Still  and  Responded  to  by  Station  No.  1. 

Box  52.  Insurance  on  building,  $3,000.     Loss  paid,  $65. 
Insurance  on  contents,  none.     Loss  paid, $200. 


Wednesday,  Nos.  148  to    152   Bluxome   street.     Two   and   one  story   frame 

30th,  factories. 

7.38  P.   M.,      Cause  of  fire,  supposed  friction  of  machinery. 
7.44  p.   m.,      Covers  spread,  twent\  six. 
Box  182.       Patrol  in  service  two  hours. 
Box  73.        Responded  to  by  Station  No.  2. 

Insurance  on  buddings,  $1,750.     Loss  paid,  $1, 160. 
Insurance  on  contents,  $9,810.     Loss  paid,  $3,617.50. 
Loss  on  property  not  insured,  $5,550. 


.  DECEMBER. 


Saturday,      Nos.  7,  9  and  11  First  street.     One-story  brick  building 

3d,  Cause  of  fire,  defective  blacksmith  forge. 

12.38  a.  m.,     Extinguishers  used,  two. 
Still.  Fire  extinguished  by  Patrol. 

Patrol  in  service  one  hour. 
Responded  to  by  Station  No.  1. 
Insurance  on  building,  $2,000.     Loss,  $50. 
Insurance  on  contents,  none.     Loss,  $25. 


Wednesday,   Sixteenth  street,  between  Folsom  and  Harrison   streets.     Alarm 
7tli,  given   for  explosion  of  boiler  attached  to  soap  and    candle 

4.10  a.  M.,  works. 

Box  146.       Patrol  in  service  two  hours. 

Responded  to  by  Station  No.  2. 

Insurance  on  building,  $2,500. 

Insurance  on  contents,  $36,000. 

Estimated  loss  by  fire,  $50. 

Estimated  loss  on  surrounding  property,  $1,000. 

Thursday,      Nos.  1006  and  1008  Pacific  street.     Two-story  frame  buildings. 

8th,  Cause  of  fire,  defective  chimney. 

1.32  p.   m.,     Patrol  in  service  forty-five  minutes. 
Box  16.        Responded  to  by  Station  No.  1. 

Insurance  on  buildings,  $1,500.     Loss  paid,  $30. 
Loss  on  property  not  insured,  $225. 

Friday,         Corner  of  Folsom  and  Beale  streets. 

9th,  Needless  alann. 

4  p.   M.,        Boiling  over  of  asphaltum  kettle. 
Box  51.        Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  1. 


Friday,  No.  130  Ellis  street.     One-story  frame  building. 

9th,  Cause  of  fire,  supposed  pipe-smoking. 

6. 14  p.  m.,  Patrol  in  service  forty-five  minutes. 

Box  96  and  Responded  to  by  Station  No.  2. 

A.  D.  T.  No  insurance,     Loss,  $75. 


Saturday,        South-east   corner  Montgomery  and  Sutter  streets.     Two-story 
10th,  brick  building. 

1.41  and       Cause  of  fire,  incendiary. 
1.56  A.  m.,     Extinguishers  used,  two. 

A.D.  T.  and   Fire  extinguished  by  Patrol.  «  * 

Box  38.        Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  1. 

Insurance  on  building,  none. 

Insurance  on  contents,  $7,000.     Loss  paid,  $65. 

Saturday,  Nos.  803  to  817  Market  street.     One   and  two-story  frame  build- 

10th,  ings. 

12.35  p.m.,  Cause  of  fire,  unknown. 

Box  47  and  Covers  spread,  thirty-five. 
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A.  D.  T.        Patrol  in  service  five  hours. 

Responded  to  by  Station  No.  2. 
Insurance  on  buildings,  $5,800.     Loss  paid,  $4,209. 
Insurance  on  contents,  $17,475.     Loss  paid,  $9,688.45. 
Loss  on  property  not  insured,  $6,999.81 


Monday,  False  alarm. 

12th,  Patrol  in  service  twenty-five  minutes. 

5. 36  P.   m.  ,  Responded  to  by  Station  No.  1 . 
Box  26. 


Tuesday,       No.  436  Second  street.     One-story  frame  building. 

13th,  Cause  of  fire,  defective  stove-pipe. 

9  a.  m.,        Covers  spread,  one. 
Still.  Patrol  in  service  fifty  minutes. 

Responded  to  by  Station  No.  1. 
Insurance  on  contents,  $2,000.     Loss  paid,  $105. 
Loss  on  property  not  insured,  $120. 


Wednesday,   Nos.    1050  and    1052   Twenty-fourth   street.     Two-story  frame 

14th,  dwelling  and  stable. 

3.10  a.  m.,     Cause  of  fire,  supposed  pipe-smoking  by  tramps. 
Box  231.       Patrol  in  service  one  hour. 

Responded  to  by  Station  No.  2. 
Insurance  on  building,  $2,250.     Loss  paid,  $170. 
Insurance  on  contents,  $3,100.     Loss  paid,  $90. 
Loss  on  property  not  insui'ed,  $65. 


Thursday, 

15th 

8.40  a.  m. 

Box  123. 


Out  of  Patrol  district. 
Did  not  respond  thereto. 


Friday,        No.  112  Main  street.     Three-story  frame  building. 
16th,  Cause  of  fire,  spontaneous  combustion. 

5.46  a.  m.,     Patrol  in  service  one  hour  and  thirty  minutes. 
Box  34  and     Responded  to  by  Station  No.  1. 
A.  D.  T.       Insurance  on  building,  $1,250.     Loss  paid,  $382. 
Insurance  on  contents,  $3,600.     Loss  paid,  $375. 
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Monday,       Nos.  156  and  158  Silver  street.     Two-story  frame  dwellings. 

19th,  Cause  of  fire,  children  playing  with  matches. 

i.l  a.   m.,     Covers  spread,  seventeen. 
Box  63.        Patrol  in  service  one  hour  and  thirty  minutes. 
Responded  to  by  Station  No.  2. 
Insurance  on  building,  $2,500.     Loss  paid,  $1,025. 
Insurance  on  contents,  $500.     Loss  paid,  $158.50. 
Loss  on  property  not  insured,  $700. 


Tuesday,       No.  802  Valencia  street.     Two-story  frame  dwelling. 

20th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.47  P.  M. ,     Patrol  in  service  one  hour. 
Box  142.       Responded  to  by  Station  No.  2. 

Insurance  on  dwelling,  $2,500.     Loss  paid,  $36. 
Insurance  on  contents,  $800.     Loss  paid,  $100. 


Wednesday,   Haight  street,  between  Laguna  and  Webster  streets.     Protestant 
1      21st,  Orphan  Asylum. 

9  a.  m.,       No  fire.     Box  out  of  order. 
A.  D.  T.       Patrol  in  service  twenty  minutes. 
Responded  to  by  Station  No.  2. 


Thursday,  Out  of  Patrol  district. 

22d,  Did  not  respond  thereto. 
5.41  p.  M., 
Box  7. 

Friday,  East  side  of  St.  Louis  alley.     Two-story  frame  dwelling. 

23d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

3.1   a.   m.,  Patrol  in  service  one  hour. 

Box  25  and  Responded  to  by  Station  No.  1. 

A.  D.  T.,  Insurance  on  contents,  $750.     Loss  paid,  $130. 
Loss  on  property  not  insured,  $1,000. 


Friday,  No.  1142  Market  street. 

23d,  Needless  alarm,  burning  of  chimney. 

5.12  P.  M.,  Patrol  in  service  twenty  minutes. 

A.  D.  T.,  Responded  to  by  Station  No.  2. 


Tuesday,       South-west  corner  of  Folsom  and  Main  streets.     Two-story  frame 

27th,  building. 

6.30  P.   M.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
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Still.  Covers  spread,  one. 

Patrol  in  service  forty  minutes. 
Responded  to  by  Station  No.  1. 
Insurance  on  contents,  $400.     Estimated  1< 
Loss  on  property  not  insured,  $30. 


Saturday,      No.  327  Broadway.     One-story  frame  buildin. 

31st,  Cause  of  fire,  stove  too  near  wood-work. 

8.31a.   m.,     Patrol  in  service  forty  minutes. 
Box  351.       Responded  to  by  Station  No.  1. 

Insurance  on  building,  none.     Loss,  $5. 


